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INTRODUCTION 


The Monthly Checklist of State Publications is a record of State documents issued during the last five 
years which have been received by the Library of Congress. 


Monographs are listed each month as they are received and are arranged by State and issuing agency. 
Included among them are annual publications and monographs in series. Periodicals are listed semiannually 
in the June and December issues, with the December list cumulative for the year. 


Publications of associations of State officials and of regional organizations and library surveys, 


studies, manuals, and statistical reports appear in two sections at the end of the listing of monographs 
by State. 


For each publication, the price and pertinent bibliographic information, such as changes in titles and in 
names of issuing bodies, are given when known. The Library of Congress card number is also shown at the 
end of each entry when available. The assignment of an L. C. card number to a monograph indicates that 
it has been selected for the permanent collections of the Library of Congress. 


A few categories of publications, such as college and university catalogs, loose-leaf additions, slip 

laws, and certain ephemeral material such as blank forms and publishers’ announcements, are not included 
in the Checklist. Listings of State university press publications are limited to those which by reason of 
their content or series title appear to be official publications of the university. 


The publications listed are not distributed by the Library of Congress but may be obtained in most 
instances from the agencies issuing them. 


Beginning with the January 1987 edition, a subject index appears at the end of each monthly issue. A 
cumulative annual subject index to the Checklist appears in the following year. A separate title page for 
the entire volume is provided with the index. 


The value of the Checklist depends in large part on the cooperation extended by State agencies. They are 
requested to send to the Library of Congress copies of all their publications and issuances, including 
materials described above that are not listed. They are also requested to send the Library bibliographic 
information that does not appear on the publication itself and changes in titles of publications and names 
of issuing bodies. 
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10198 
ALABAMA. AGRICULTURAL EXPERIMENT 
STATION, Auburn. Annual report. 1991. [Auburn, Office 
of Research Information, Agricultural Experiment Station] 
22 p. ill. 

sc85-4458 
Agricultural experiment stations--Alabama--Auburn 


10199 
ALABAMA. CENTER FOR HEALTH STATISTICS. 
Alabama teenage birth statistics. 1990. Montgomery. 29 p. 
ill. annual. 

$3.00. 

85-651217 
Childbirth--statistics--Alabama 
Teenage mothers--statistics--Alabama 


10200 
ALABAMA. CENTER FOR HEALTH STATISTICS. 
Alabama vital events. 19th; 1990. Montgomery. vii, 281 p. 
ill. annual. 
$10.00. 
74-648227 
Vital statistics--Alabama 


10201 
ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. [Report of examination of] Alabama Court 
of Criminal Appeals, State of Alabama, Montgomery, 
October 1, 1986 through September 30, 1990. Montgomery 
[1992] A-B, 31 p. 


Auditing--Alabama 


10202 
ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. [Report of examination of] Alabama 
Emergency Management Agency, State of Alabama, 
Clanton, October 1, 1988 through September 30, 1990. 
Montgomery [1992] A-E, 38 p. 


Auditing--Alabama 


10203 
ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. [Report of examination of] State Industrial 
Development Authority, State of Alabama, Montgomery, 
October 1, 1988 through December 31, 1989. Montgomery 
[1992] A-C, 19, 2 p. 


Auditing--Alabama 


10204 
ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. [Report of examination of] State Treasurer’s 
Office, State of Alabama, Montgomery, October 1, 1986 
through September 30, 1990. Montgomery [1992] 
A-C, 26 p. 


Auditing--Alabama 


10205 
ALABAMA. DEPT. OF EXAMINERS OF PUBLIC 
ACCOUNTS. [Report of examination of] Wallace-Folsom 
Prepaid Affordable College Tuition Trust Fund, State of 
Alabama, Montgomery, Marchi, 1990 through 
September 30, 1990. Montgomery [1992] A-D, 22 p. ill. 


Auditing--Alabama 


10206 
ALABAMA. DEPT. OF INDUSTRIAL RELATIONS. 
Annual report. 1990/91. [Montgomery] 41 p. ill. 
Report year ends Sept. 30. 
44-42571 
Industrial relations--Alabama 


10207 
ALABAMA. IRRTIONMENT OFFICE] 1992 
Alabama redistricting plan. Montgomery, 1992. col. map 
on sheet 92 x 122 cm. 


Issued with supplementary redistricting maps on leaves 
and district statistics. 


Election districts--maps--Alabama 


10208 

ALABAMA. STATE HIGHWAY DEPT. Bureau of State 
Planning. Division of Surveying and Mapping. General 
highway map...Alabama. Prepared in cooperation with the 
Federal Highway Administration. [Montgomery] 1991. map 
on sheets 46 x 76 cm. 

Each map covers a different county. 

Available at nominal cost from: State of Alabama 
Highway Dept., Map Sales Office, 1409 Coliseum 
Boulevard, Montgomery, AL 36130. 


Road maps--Alabama 
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ALASKA 
Since Alaska publications are printed in limited 
quantities, the Alaska State Library distributes depository 
collections of them for out-of-State library service to the 
Library of Congress, the National Library of Canada, and 
the University of Washington Library in Seattle. 


10209 
ALASKA. ALASKA MARINE HIGHWAY SYSTEM. 
Planning Section. Traffic volume report. 1991. [Juneau] 
71 p. ill. 
Cover title: Annual traffic volume report. 
89-650681 
Ferries--statistics--Alaska 


10210 
ALASKA. ALASKA MENTAL HEALTH BOARD. 
Annual report. 1990. Juneau. 21 p. ill. 

91-659232 
Mental health services--Alaska 


10211 
ALASKA. ALASKA MENTAL HEALTH BOARD. 
Review of Sitka mental health programs; an independent 
report of the Alaska Mental Health Board. [Juneau] 1992. 
ii, 20 p. (Technical report no. 10) 


Mental health services--Alaska--Sitka 


10212 
ALASKA. DEPT. OF ADMINISTRATION. 
Risk Managemeat, Annual report. 1990/91. 65 p. 


Report year ends June 30. 
87-645185 
Insurance, Government risks--Alaska 


10213 
ALASKA. DEPT. OF CORRECTIONS. Alaska 
corrections in review; fiscal year report. 1989/90. [Juneau] 
121 p. ill. 


Corrections--Alaska 


10214 
ALASKA. [DEPT. OF COMMERCE AND ECONOMIC 
DEVELOPMENT] Mark. 
Annual report. 1990/91. [Juneau] 27 p. ill. 
85-641645 
Fishery processing industries--Alaska 


10215 
ALASKA. DEPT. OF COMMUNITY AND REGIONAL 
AFFAIRS. Building energy efficiency standard. [Juneau] 
1991. ii, 41 p. ill 


Dwellings--energy conservation--standards--Alaska 


10216 
ALASKA. DEPT. OF EDUCATION. Alaska education 
directory. 1991/92. [Juneau] 135 p. ill. annual. 

24-27160 


Education--directories--Alaska 


10217 
ALASKA. DEPT. OF EDUCATION. Facts & figures 
about education in Alaska. 1991. [Juneau] 32 p. 


Education--statistics--Alaska 


10218 
ALASKA. DEPT. OF ENVIRONMENTAL 
CONSERVATION. 
Operation. The Alaska Clean Water Fund; community 
loan requests: water, sewer, solid waste. [Juneau, n. d.] 
54 p. ill. 
On cover: SFY 93. 


Government lending--Alaska 
Water--pollution--Alaska 

Sewage disposal--Alaska 

Refuse and refuse disposal--Alaska 


10219 
ALASKA. DEPT. OF ENVIRONMENTAL 
CONSERVATION. Division of Facility Construction and 
Operation. Municipal matching grants; community grant 
requests: water, sewer, solid waste. [Juneau, n. d.] 168 p. 
On cover: SFY 93. 


Government lending--Alaska 
Water--pollution--Alaska 

Sewage disposal--Alaska 

Refuse and refuse disposal--Alaska 


10220 
ALASKA. DEPT. OF FISH AND GAME. Birds of 
McNeil River State Game Sanctuary, Alaska: a checklist 
[compiled by Larry Aumiller, Colleen Matt, and Rick 
Sinnott] Anchorage [1991] folder. 


Birds--identification--Alaska 


10221 
ALASKA. DEPT. OF FISH AND GAME. Birds of 
Round Island, Alaska; Walrus Islands State Game 
Sanctuary: a checklist [compiled by Rick Sinnott and Polly 
Hessing] Anchorage [1991] folder. 


Birds--identification--Alaska 


10222 
ALASKA. DEPT. OF FISH AND GAME. Special area 
permit regulations; effective date: 6/5/86. [Juneau] 1991. 
ii, 19 p. 


Environmental permits--Alaska 
Administrative agencies--rules and practice--Alaska 
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10223 
ALASKA. DEPT. OF FISH AND GAME. Division of 
Subsistence, Subsistence hunting of dall sheep in northwest 
Alaska, by Susan Georgette and Hannah Loon. Juneau, 
1991. v, 37 1. ill. (Technical paper series no. 208) 
92-621442 
Dall sheep--Alaska 
Big game hunting--Alaska 
Subsistence economy--Alaska 


10224 
ALASKA. DEPT. OF FISH AND GAME. Division of 
Subsistence. Subsistence use of brown bear in southeast 
Alaska, by Thomas F. Thornton. Juneau, 1992. v, 95 p. ill. 
(Technical paper series no. 214) 

92-621443 
Brown bear--Alaska 
Bear hunting--Alaska 
Subsistence economy--Alaska 


10225 

ALASKA. DEPT. OF FISH AND GAME. Habitat 
Division, Anadromous fish habitat survey of the Patton 
Bay/Beach River timber harvest area, Montague Island, by 
Kimbal A. Sundberg. [Prepared in cooperation with 
Timber Trading Company, a subsidiary of] Koncor Forest 
Products Company. [Anchorage] 1992. 2 v. 

Vol. 2 has also a distinctive title: 8.0 appendicies [sic] 

Vol. 1 is ill. 


Anadromous fishes--Alaska--Montague Island 
Fishing surveys--Alaska--Montague Island 


10226 
ALASKA. DEPT. OF FISH AND GAME. Habitat 
Division. Catalog of waters important for spawning, 
rearing, or migration of anadromous fishes; effective 
April 1, 1992. Juneau [1991] 6 v. ill. 

On t. p.: Waters for anadromous fishes are listed 
pursuant to AS 16.05.870(a). 

Contents: ---v.1. Southeast region resource 
management, region I. ---v. 2. Southcentral region resource 
management, region II. ---v.3. Southwestern region 
resource management, region III. ---v. 4. Western region 
resource management, region IV. ---v. 5. Arctic region 
resource management, region V. ---v. 6. Interior region 
resource management, region VI. 

92-621444 
Anadromous fishes--Alaska 
Rivers--Alaska 


10227 
ALASKA. DEPT. OF FISH AND GAME. Habitat 
Division. State of Alaska refuges, critical habitat areas, and 
sanctuaries. [Juneau] 1991. 69 1. 

92-621445 
Wildlife refuges--Alaska 
Natural areas--Alaska 


ALASKA. DEPT. OF ISH AND GAME. Public 
Communications Section, ADF&G directory: a guide to 
the Alaska Department of Fish and Game. [Juneau] 1992. 
16 p. ill. 


State officials and employees--directories--Alaska 
Administrative agencies--directories--Alaska 


10229 
ALASKA. DEPT. OF HEALTH AND SOCIAL 
SERVICES. Division of Administrative Services. State of 
Alaska Department of Health & Social Services fiscal 
year 1992 operating grants. [Juneau, n. d.] 106 p. 


92-621446 
Social service--Alaska 
Public health--Alaska 
Grants-in-aid--Alaska 


10230 
ALASKA. DEPT. OF NATURAL RESOURCES. 
Agreement for the sale and purchase of State royalty oil 
to Petro Star Valdez Refinery Joint Venture, Petro Star 
Valdez, Inc., Arctic Slope Regional Corporation, Harbor 
Enterprises, Inc. [and] Alaska Refining, Inc. [Juneau] 1992. 
iv, 42, 3, 2 p. 


Oil and gas leases--Alaska 

10231 
ALASKA. DEPT. OF NATURAL RESOURCES. Captain 
Cook State Recreation Area. [Juneau, 1991] folder. ill. 


Recreation areas--Alaska 


10232 
ALASKA. DIVISION OF AGRICULTURE. Plant 
Materials Center, Annual report. 1991. [Palmer] v, 76 p. 
ill. 


79-642738 
Field experiments--Alaska 
Plant introduction--Alaska 


10233 
ALASKA. DIVISION OF ALCOHOLISM AND DRUG 
ABUSE. Annual report to the Legislature. 1991. Prepared 
as required by A. S. 47.37. [Juneau] ii, 16 p. ill. 
82-644057 


Alcoholism--Alaska 
Drug abuse--Alaska 


10234 
ALASKA. DIVISION OF BANKING, SECURITIES, 
AND CORPORATIONS. Alaska directory, banks and 
financial institutions. Apr. 1992. [Juneau] 14 1. 

78-643675 
Banks and banking--directories--Alaska 
Financial institutions--directories--Alaska 
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10235 
ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
Coded wire tag estimates of abundance, harvest, and 
survival rates of selected coho salmon stocks in southeast 
Alaska, 1981-1986, by Leon D. Shaul, Phillip L. Gray, and 
Jerrold F. Koerner. Juneau, 1991. x, 37 p. ill. (Fishery 
research bulletin no. 91-05) 

90-644835 
Coho salmon--Alaska 
Salmon-fisheries--Alaska 


10236 
ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
Effects of ambient light on gill net catches of coho and 
chum salmon in experimental fishing in Clarence Strait, 
Alaska, by Brian L. Lynch. Juneau, 1991. vii, 23 p. ill. 
(Fishery research bulletin no. 91-04) 

90-644835 
Coho salmon--Clarence Strait 
Chum salmon--Clarence Strait 


10237 
ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
A preliminary examination of breakaway tagging for 
demersal rockfishes, by Victoria O’Connell. Juneau, 1991. 
vii, 8 p. ill. (Fishery research bulletin no. 91-06) 
90-64483. 


5 
Fish tagging--Alaska 


10238 
ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
Preliminary forecasts and projections for 1992 Alaska 
salmon fisheries and review of the 1991 season. Edited by 
Harold J. Geiger and Herman Savikko. Juneau, 1992. 
vii, 74 p. ill. (Regional information report no. 5392-05) 

92-621447 
Salmon-fisheries--Alaska 


10239 
ALASKA. DIVISION OF COMMERCIAL FISHERIES. 
Preliminary forecasts of catch and stock abundance for 
1992 Alaska herring fisheries. Edited by Fritz Funk and 
Marwood Harris. Juneau, 1992. xi, 114 p. ill. (Regional 
information report no. 5J92-04) 

92-621448 
Herring fisheries--Alaska 


10240 
ALASKA. DIVISION OF FISHERIES 
REHABILITATION, ENHANCEMENT, AND 
DEVELOPMENT. FRED annual report to the Alaska 
State Legislature. 1991. Edited by J. S. Holland am 
Marianne McKean. Juneau. iii, 150 p. ill. (FRED technical 
report series no. 117) 

81-640900 
Fish-culture--Alaska 
Fish habitat improvement--Alaska 


10241 
ALASKA. DIVISION OF LABOR STANDARDS AND 
SAFETY. Explosives; occupational safety and health 
standards [effective as of January 26, 1978, as amended 
February 4, 1989. [Juneau, n. d.] 94 p. 


Explosives 
Industrial safety--standards--Alaska 


10242 
ALASKA. DIVISION OF LABOR STANDARDS AND 
SAFETY. Hazard communication; occupational safety and 
health standards [effective as of September 12, 1984, as 
amended October 1, 1988. Juneau, n. d.] 57 p. 


Hazardous substances 
Industrial safety--standards--Alaska 


10243 
ALASKA. DIVISION OF LABOR STANDARDS AND 
SAFETY. Hazardous waste operations and emergency 
response; occupational safety and health standards 
[effective as of June 18, 1987, as amended August 28, 1991. 
Juneau, 1991?] 128 p. 


Hazardous wastes 
Industrial safety--standards--Alaska 


10244 
ALASKA. DIVISION OF LABOR STANDARDS AND 
SAFETY. Logging; occupational safety and health 
standards [effective as of September 30, 1976, as amended 
August 8, 1990. [Juneau, n. d.] various pagings. ill. 


Logging--safety measures--standards--Alaska 


10245 
ALASKA. DIVISION OF LABOR STANDARDS AND 
SAFETY. Occupational health and environmental control; 
occupational safety and health standards [effective as of 
June 30, 1973, as amended 8/8/90] effective date: 8/8/90. 
[Juneau, n. d.] 160, 8 p. ill. 


Industrial hygiene--standards--Alaska 
Industrial safety--standards--Alaska 


10246 
ALASKA. DIVISION OF LABOR STANDARDS AND 
SAFETY. Pulp, paper & paperboard mills; occupational 
safety and health standards [effective as of March 27, 1976, 
as amended June 13, 1980. Juneau] 1991. 109 p. 


Paper mills--Alaska 
Pulp mills--Alaska 
Industrial safety--standards--Alaska 
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10247 
ALASKA. DIVISION OF LABOR STANDARDS AND 
SAFETY. Pulp, paper & paperboard mills; occupational 
safety and health standards [effective as of March 27, 1976, 
as amended July 24, 1991. [Juneau, 1991?] 109 p. 


Paper mills--Alaska 
Pulp mills--Alaska 
Industrial safety--standards--Alaska 


10248 
ALASKA. DIVISION OF LABOR STANDARDS AND 


SAFETY. A short guide to the Alaska Occupational safety 


and health act. Juneau [n. d.] 17 p. 


Industrial hygiene--Alaska 
Industrial safety--Alaska 


10249 

ALASKA. DIVISION OF LAND AND WATER 
MANAGEMENT. Activities and costs for the estimation 
of market value of mineral resources of Alaska Mental 
Health Trust lands, prepared by DeVerle P. Harris. 
Submitted to Alaskan Dept. of Natural Resources, 
Division of Land and Water Management. Anchorage, 
1989. 37 p. 


Real property--valuation--Alaska 
Land trusts--Alaska 
Mines and mineral resources--Alaska 


10250 
ALASKA. DIVISION OF LEGISLATIVE AUDIT. 
Alaska Energy Authority circuit rider maintenance 
program and Department of Environmental Conservation, 
remote maintenance worker program, November 21, 1991. 
Juneau [1991] 24 p. ill. 
At head of title: Audit report. 


Sanitary engineers--Alaska 
Electric utilities--Alaska 
Legislative auditing--Alaska 


10251 
ALASKA. DIVISION OF LEGISLATIVE AUDIT. 
Department of Administration application controls over 
the Alaska State payroll system, from implementation 
(May 29, 1990) through June 30, 1991. Juneau [1991] 40 p. 
At head of title: Audit report. 


Data base management--Alaska 
Legislative auditing--Alaska 


10252 
ALASKA. DIVISION OF LEGISLATIVE AUDIT. 
Department of Health and Social Services, Division of 
Family and Youth Services, selected issues and concerns, 
February 11, 1992. Juneau [1992] 42 p. ill. 
At head of title: Audit report. 


Family social work--Alaska 
Child welfare--Alaska 
Legislative auditing--Alaska 


10253 
ALASKA. DIVISION OF LEGISLATIVE AUDIT. 
Department of Natural Resources, Division of Land, 
submerged lands recalculation project, November 19, 1991. 
Juneau [1992] 19 p. 
At head of title: Audit report. 


Public lands--Alaska 
Legislative auditing--Alaska 


10254 
ALASKA. DIVISION OF LEGISLATIVE AUDIT. 
Depariment of Transportation and Public Facilities, 1991 
Copper River highway project, summary of costs incurred 
by the State, February 13, 1992. Juneau [1992] 19 p. 
At head of title: Audit report. 


Roads--Alaska 
Legislative auditing--Alaska 


10255 
ALASKA. DIVISION OF MEDICAL ASSISTANCE. 
Annual report. 1989/90. [Juneau] ii, 47 p.ill. 
Report year ends June 30. 
91-642741 
Medical care, Cost of--Alaska 


10256 
ALASKA. DIVISION OF MOTOR VEHICLES. Buying 
a used vehicle in Alaska. [Anchorage, n. d.] folder. 


Used cars--purchasing--Alaska 


10257 
ALASKA. DIVISION OF OIL AND GAS. Call for 
comments, oil and gas lease sale 70A-W reoffering, 
Kuparuk uplands. Anchorage, 1992. 3 p. 


Oil and gas leases--Alaska 

10258 
ALASKA. DIVISION OF OIL AND GAS. Call for 
comments, proposed oil and gas lease sale 81, Beaufort 
Sea. Anchorage, 1992. 3 p. ill. 


Oil and gas leases--Alaska 


1063 

SY 

q 

| 

3 
| 
| 

| 
| 
| 
| : 

| 
| 


Monthly Checklist of State Publications Vol. 83, no. 7 


10259 
ALASKA. DIVISION OF OIL AND GAS. Final finding 
and determination to sell royalty oil to Petro Star Valdez 
Refinery Joint Venture. Anchorage, 1992. 20, 13, 2 p. ill. 
92-621449 
Oil and gas leases--Alaska 


10260 
ALASKA. DIVISION OF OIL AND GAS. Final finding 
of the director regarding proposed oil and gas lease 
sale 68, Beaufort Sea. Anchorage, 1992. iv, 125 p. ill. 
92-621450 
Oil and gas leases--Alaska 


10261 
ALASKA. DIVISION OF OIL AND GAS. Five-year oil 
and gas leasing program. [Anchorage, n. d. 1] 1. 


Oil and gas leases--Alaska 


10262 
ALASKA. DIVISION OF OIL AND GAS. Instructions to 
bidders, sale 68 (Beaufort Sea). Anchorage, 1992. 8 p. 


Oil and gas leases--Alaska 


10263 
ALASKA. DIVISION OF OIL AND GAS. Sale 
announcement: State of Alaska, competitive oil and gas 
lease sale 68 (Beaufort Sea). Anchorage, 1992. 4, 10 p. ill. 


Oil and gas leases--Alaska 


10264 
ALASKA. DIVISION OF PUBLIC ASSISTANCE. 
Title IV-F JOBS plan, October 1, 1992 - September 30, 
1994. [Juneau, 1992] iii, 96, 45 1. ill. 


Welfare recipients--employment--Alaska 
Occupational training--Alaska 


10265 
ALASKA. DIVISION OF SPORT FISH. Abundance, egg 
production, and age-sex-size composition in the chinook 
salmon escapement in the Chena River, 1991, by 


Matthew J. Evenson. Anchorage, 1992. v, 36 p. ill. (Fishery 
data series no. 92-4) 
89-644174 


Chinook salmon--Alaska--Chena River 


10266 
ALASKA. DIVISION OF SPORT FISH. Anchorage area 
sport fishing opportunities. Rev. [Anchorage] 1992. 7 p. ill. 


Fishing--Alaska 


10267 
ALASKA. DIVISION OF SPORT FISH. Creel surveys 
conducted in interior Alaska during 1991, by Jerome E. 
Hallberg and Allen E. Bingham. Anchorage, 1992. v, 73 p. 
ill. (Fishery data series no. 92-7) 

89-644174 
Fishing surveys--Alaska 


10268 
ALASKA. DIVISION OF SPORT FISH. Evaluation of 
the rainbow trout stocking program for Piledriver Slough, 
1991, by L. Saree Timmons. Anchorage, 1992. iii, 22 p. ill. 
(Fishery data series no. 92-5) 

89-644174 
Rainbow trout--Alaska--Piledriver Slough 
Fish stocking--Alaska--Piledriver Slough 


10269 
ALASKA. DIVISION OF SPORT FISH. Growth, survival, 
and costs of rearing rainbow trout in floating net-pens at 
Harding Lake, Alaska, 1991, by Tim R. Viavant. 
Anchorage, 1992. v, 25 p. ill. (Fishery data series no. 92-1) 
89-644174 
Rainbow trout--Alaska--Harding Lake 


10270 
ALASKA. DIVISION OF SPORT FISH. Sport fishing on 
the eastern Kenai Peninsula. Rev. [Anchorage] 1992. 14 p. 
ill. 


Fishing--Kenai Peninsula 


10271 
ALASKA. DIVISION OF WILDLIFE CONSERVATION. 
Caribou; survey-inventory management report, 1 July 
1989 - 30 June 1991. Susan M. Abbott, editor. [Anchorage] 
1992. i, 198 p. ill. 
At head of title: Federal aid in wildlife restoration. 
Available from: Publications Specialist, ADF&G, 
Wildlife Conservation, P.O. Box 22526, Juneau, AK 
99802. 
92-621451 
Caribou--Alaska 


10272 

ALASKA. DIVISION OF WILDLIFE CONSERVATION. 
Distribution and productivity of the central Arctic caribou 
herd in relation to petroleum development: case history 
studies with a nutritional perspective; research progress 
report, by Raymond D. Cameron. [Anchorage] 1992. 
iv, 27 p. ill. 

At head of title: Federal aid in wildlife restoration. 

Available from: Publications Specialist, ADF&G, 
Wildlife Conservation, P.O. Box 22526, Juneau, AK 
99802. 


92-621452 
Caribou--Alaska 
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10273 
ALASKA. DIVISION OF WILDLIFE CONSERVATION. 
Effects of harvest rates on grizzly bear population 
dynamics in the northcentral Alaska Range; research final 
report, by Harry V. Reynolds and Toby A. Boudreau. 
[Anchorage] 1992. ii, 90 p. ill. 

At head of title: Federal aid in wildlife restoration. 

Available from: Publications Specialist, ADF&G, 
Wildlife Conservation, P.O. Box 22526, Juneau, AK 
99802. 


Grizzly bear--Alaska 
Hunting--Alaska 


92-621453 


10274 

ALASKA. DIVISION OF WILDLIFE CONSERVATION. 
Impacts of increased hunting pressure on the density, 
structure, and dynamics of brown bear populations in 
Alaska’s Game Management Unit 13; research progress 
report, by Sterling Miller. [Anchorage] 1992. ii, 56 p. ill. 

At head of title: Federal aid in wildlife restoration. 

Available from: Publications Specialist, ADF&G, 
Wildlife Conservation, P.O. Box 22526, Juneau, AK 
99802. 


Brown bear--Alaska 


92-621454 


10275 
ALASKA. DIVISION OF WILDLIFE CONSERVATION. 
Lower Susitna Valley moose population identity and 
movement study; research progress report, by Ronald D. 
Modaferri. [Anchorage] 1992. iv, 39 p. ill. 
At head of title: Federal aid in wildlife restoration. 
Available from: Publications Specialist, ADF&G, 
Wildlife Conservation, P.O. Box 22526, Juneau, AK 
99802. 
92-621455 


Home range--Alaska 
Moose--. 


10276 
ALASKA. DIVISION OF WILDLIFE CONSERVATION. 
Movement patterns of the porcupine caribou herd in 
relation to oil development; research progress report, by 
Kenneth R. Whitten. [Anchorage] 1991. i, 48 p. ill. 
At head of title: Federal aid in wildlife restoration. 
Available from: Publications Specialist, ADF&G, 
Wildlife Conservation, P.O. Box 22526, Juneau, AK 
99802. 
92-621456 
Caribou--Alaska 
Home range--Alaska 


10277 
ALASKA. DIVISION OF WILDLIFE CONSERVATION. 
Nutritional status of the southern Alaska peninsula, 
Nelchina, and other southcentral Alaska caribou herds; 
research progress report, by Kenneth W. Pitcher. 
[Anchorage] 1991. i, 42 p. ill. 

At head of title: Federal aid in wildlife restoration. 

Available from: Publications Specialist, ADF&G, 
Wildlife Conservation, P.O. Box 22526, Juneau, AK 
99802. 


Caribou--Alaska 


92-621457 


10278 
ALASKA. DIVISION OF WILDLIFE CONSERVATION. 
Population and habitat ecology of brown bears on 
Admiralty and Chichagof Islands; research progress report, 
by Kimberly Titus and La Vern R. Beier. [Anchorage] 
1992. ii, 29 p. ill. 
At head of title: Federal aid in wildlife restoration. 
Available from: Publications Specialist, ADF&G, 
Wildlife Conservation, P.O. Box 22526, Juneau, AK 
99802. 
92-621458 
Brown bear--Alaska--Admiralty Island 
Brown bear--Chichagof Island 


10279 
ALASKA. DIVISION OF WILDLIFE CONSERVATION. 
mi Alaska wildlife harvest 
summary, 1990-1991, prepared by Division of Wildlife 
Conservation, Information Management Section, Wildlife 
Information Data Base. [Anchorage] 1992. 472 p. ill. 
92-621459 
Hunting--statistics--Alaska 
Wildlife management--statistics--Alaska 


10280 

ALASKA. ENERGY AUTHORITY. Alaska Energy 

Authority rural Alaska bulk fuel assessment program. 
[Anchorage, 1992] 16 v. ill. 

Each v. covers a different community and is prepared 

by various engineering companies. 


Oil storage tanks--Alaska 


10281 
ALASKA. HAZARDOUS SUBSTANCE SPILL 
TECHNOLOGY REVIEW COUNCIL. Annual report. 
1991. [Juneau] various pagings. 
Council established by the State Emergency Response 
Commission which in turn was established by passage of 
House bill 566 in 1990 by the 16th Legislature. 


Oil spills--Alaska 
Hazardous substances--Alaska 
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10282 
ALASKA. HOUSING FINANCE CORPORATION. 
Comprehensive housing affordability strategy for the State 
of Alaska, covering Federal fiscal years 1992-1996 [as 
approved by the U.S. Dept. of Housing and Urban 
Development. Anchorage] 1992. 82 p. ill. 

92-621460 
Housing--finance--Alaska 


10283 
ALASKA. JUDICIAL COUNCIL. Alaska Child Visitation 
Mediation Pilot Project. Report to the Alaska Legislature. 
[Anchorage] 1992. various pagings ill. 

92-621461 
Visitation rights (Domestic relations)--Alaska 
Custody of children--Alaska 


10284 
ALASKA. LAWS, STATUTES, ETC. Alaska 
administrative code, Title 3, commerce, part 1, banking, 
securities, and corporations, Chapter 08, securities. 
[Juneau, n. d.] various pagings. 


Securities--law and legislation--Alaska 


10285 
ALASKA. LAWS, STATUTES, ETC. Alaska 
administrative code, Title 8, 8 AAC 60.010-8AAC 80.010. 


Juneau, Division of Labor Standards and Safety [n. d.] 
82 p. 


Industrial hygiene--law and legislation--Alaska 
Industrial safety--law and legislation--Alaska 


10286 
ALASKA. LAWS, STATUTES, ETC. Alaska Securities 
act and amendments. [Juneau, n. d.] unpaged. 


Securities--law and legislation--Alaska 


10287 
ALASKA. LAWS, STATUTES, ETC. Federal Fair 
housing amendments act of 1988. Anchorage, State 
Commission for Human Rights [n. d.] 33 p. 


Discrimination in housing--law and legislation--Alaska 


10288 
ALASKA. LAWS, STATUTES, ETC. Statutes and 
regulations: audiologist and hearing aid dealers. [Juneau] 
Division of Occupational Licensing, 1991. 34 p. 


Audiologists--law and legislation--Alaska 
Hearing aids--law and legislation--Alaska 


10289 
ALASKA. LAWS, STATUTES, ETC. Statutes and 
regulations: concert promoters. [Juneau] Division of 
Occupational Licensing [Concert Promoter Section] 1991. 
19 p. 


Concert agents--law and legislation--Alaska 


10290 
ALASKA. LAWS, STATUTES, ETC. Statutes and 
regulations: dispensing opticians. [Juneau, Board of 
Dispensing Opticians] 1991. 28 p. 


Opticians--law and legislation--Alaska 


10291 
ALASKA. LAWS, STATUTES, ETC. Statutes and 
regulations: electrical administrators. [Juneau, Board of 
Electrical Examiners] 1992. 37 p. 


Electricians--legal status, laws, etc.--Alaska 


10292 
ALASKA. LAWS, STATUTES, ETC. Statutes and 
regulations: pharmacy. [Juneau, Board of Pharmacy] 1991. 
52 p. 


Pharmacists--legal status, laws, etc.--Alaska 


10293 
ALASKA. LAWS, STATUTES, ETC. Statutes and 
regulations: psychologist and psychological associate. 
[Juneau, Board of Psychologist and Psychological 
Associate Examiners] 1991. 39 p. 


Psychologists--legal status, laws, etc.--Alaska 


10294 

ALASKA. LAWS, STATUTES, ETC. Title 36, public 
contracts: Chapter 5, 10, 15, 20, 25 & 95; wages & hours 
of labor--employment preference, 
AS 36.05.010 - AS 36.95.010. [Anchorage, Wage and Hour 
Administration] 1991. 46p. (Wage and Hour 
Administration. Wage & Hour Administration pamphlet 
no. 400) 


Hours of labor--law and legislation--Alaska 
Wages--law and legislation--Alaska 


10295 
ALASKA. LEGISLATIVE AFFAIRS AGENCY. Alaska 
directory of State officials. Feb. 1992. [Juneau] 163 p. 


86-655193 
Registers--Alaska 
State officials and employees--directories--Alaska 
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10296 
ALASKA. MUNICIPAL AND REGIONAL 
ASSISTANCE DIVISION. Alaska taxable. 31st; 1991. 
[Juneau] i, 70 p. ill. annual. 
Issued in cooperation with the Office of the State 
Assessor. 
On cover: Municipal taxation, rates and policies, full 
value determination, population, and G. O. bonded debt. 
75-649634 
Tax assessment--statistics--Alaska 


10297 
ALASKA. OFFICE OF THE GOVERNOR. State of 
Alaska executive budget book. 1992/93. Presented by 
Walter J. Hickel, Governor, January 16, 1992. [Juneau] 
2, 2, ii, 282, IT 1. ill. 


Budget--Alaska 
Expenditures, Public--Alaska 


84-644815 


10298 
ALASKA. OFFICE OF THE GOVERNOR. Boards and 


Commissions Office. Boards and commissions book. 1992. 
Juneau. x, 333 p. annual. 

T1-643306 
Administrative agencies--directories--Alaska 
Independent regulatory commissions--directories--Alaska 


10299 
ALASKA. OFFICE OF THE OMBUDSMAN. The 
Alaska ombudsman report; annual report. 16th; 1990/91. 
[Juneau] 29 p. ill. 


Ombudsman--Alaska 


87-641699 


10300 
ALASKA. OFFICE OF THE OMBUDSMAN. Point 
MacKenzie dairy project investigative report, Office of the 
Ombudsman, March 25, 1992. [Juneau, 1992] various 
pagings. ill. 
Dairy farms--Alaska 
Agricultural subsidies--Alaska 


92-621462 


10301 
ALASKA. OLDER ALASKANS COMMISSION. Annual 
report. 1991. [Juneau] various pagings. ill. 
Includes 1992 recommendations. 
86-647349 
Aged--services for--Alaska 


10302 
ALASKA. PUBLIC EMPLOYEES RETIREMENT 
SYSTEM. Public Employees’ Retirement System [and] 
Teachers’ Retirement System component unit annual 
financial report. 1990/91. [Juneau] ii, 142 p. ill. 

Report year ends June 30. 

85-647822 
State officials and employees--pensions--Alaska 
Teachers--pensions--Alaska 


10303 
ALASKA. STATE OF ALASKA TASK FORCE ON 
EMPLOYEE HEALTHCARE BENEFITS. State of 
Alaska Task Force on Employee Healthcare Benefits 
meeting [held at] Juneau, Alaska, October 13, 1988, 
prepared by AEtna Life Insurance Company. [Juneau, 
n. d.] 7, 16 p. + ill. 

92-621463 
Insurance, Government employees’ health--Alaska 


10304 
ALASKA. UNIFORM CRIME REPORTING. Crime 
reported in Alaska. 1990. Prepared by Dept. of Public 
Safety, Administrative Services, Records and Identification 
Information Systems. [Juneau] 260 p. ill. annual. 
sn90-19261 
Criminal statistics--Alaska 


prepared by Alexander M. Milner for U. S. Environmental 

— Agency, Region 10. Anchorage, 1991. iii, 78 1. 
92-621464 

Logging--Alaska 

Water quality--Alaska 


, Anchorage. 
Project Jukebox: 
where oral history and technology come together [by] 
William Schneider [and] Daniel Grahek. [Anchorage] 1992. 
9 1. ill. 
92-621465 
Oral history--automation--Alaska 


IS: al_ stuc ‘ 
the way the tole, by Harold 
Napoleon, with commentary. Edited by Eric Madsen. 
[Fairbanks] 1991. vi, 65 p. ill. 
92-149462 
Indians of North America--alcohol use--Alaska 


10308 
ALASKA. UNIVERSITY OF Fairbanks, 
Cooperative Extension Service, Cereal production tips, by 
S. M. Dofing. [Fairbanks, 1992] 3 p. ill. (Crop production 
and soil management series) 
100G-00443 


Grain 
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10309 
ALASKA. UNIVERSITY OF ALASKA, Fairbanks. 
Cooperative Extension Service. Field crop fertilizer 
recommendations for Alaska: cereal grains, by G. A. 
Mitchell. [Fairbanks, 1992] 3 p. (Crop production and soil 
management series) 
100G-00442. 


Grain--fertilizer--Alaska 


10310 
ALASKA. UNIVERSITY OF Fairbanks. 
i i ice. Field crop fertilizer 
recommendations for Alaska: forage crops, by M. T. 
Panciera and R. G. Gavlak. [Fairbanks, 1992] 7 p. (Crop 
production and soil management series) 
100G-00149A. 


Forage plants--fertilizers--Alaska 


10311 
ALASKA. UNIVERSITY OF ALASKA, Fairbanks. 
Cooperative Extension Service. Field crop fertilizer 
recommendations for Alaska: potatoes, by J. L. Walworth. 
[Fairbanks, 1992] 7p. (Crop production and soil 
management series) 
100G-00246A 


Potatoes--fertilizers--Alaska 


10312 
ALASKA. UNIVERSITY OF ALASKA, Fairbanks. 
ice, Field crop fertilizer 


Cooperative Extension Service. 
recommendations for Alaska: vegetables, by J.L. 
Walworth. [Fairbanks, 1992] 12 p. (Crop production and 
soil management series) 

100G-00643A. 


Vegetables--fertilizers--Alaska 


10313 
ALASKA. UNIVERSITY OF ALASKA, Fairbanks. 
Cooperative Extension Service. Fur skin tanning flow 
chart. [Rev. Fairbanks, 1991. 2] p. ill. 

100G-00321. 


Tanning 


10314 
ALASKA. UNIVERSITY OF ALASKA, Fairbanks. 
Cooperative Extension Service, Organic fertilizers, by C. L. 
Johnson. [Fairbanks, 1992] 11 p. (Crop production and soil 
management series) 
100G-00349. 


Organic fertilizers 


10315 
ALASKA. UNIVERSITY OF ALASKA, Fairbanks. 
Cooperative Extension Service, Plant tissue testing, by J. L. 
Walworth. [Fairbanks, 1992] 7 p. (Crop production and 
soil management series) 
100G-00243D. 


Plants--nutrition 


Cooperative Extension Service, mitigation: 
experiences, costs, results, by Richard D. Seifert. 
[Fairbanks, 1991] 9 p. ill. 

400G-00755. 


Radon--Alaska 


10317 
ALASKA. UNIVERSITY OF ALASKA, Fairbanks. 
Cooperative Extension Service, Raised bed gardening in 
Alaska, by Jim Douglas and Ken Mitchell. [Fairbanks, 
1992, 4] p. ill. 
300G-00132. 
A reprint. 


Raised bed gardening--Alaska 


Cooperative Extension Service, by J.L. 
Walworth. [Fairbanks, 1992] 11 p. ill. (Crop dain 
and soil management series) 

100G-00242A. 


Soil fertility 


10319 
ALASKA. UNIVERSITY OF ALASKA, Fairbanks. 
Cooperative Extension Service, Soil fundamentals, by C. L. 
Johnson. [Fairbanks, 1992] 7 p. ill. (Crop production and 
soil management series) 
100G-00242. 


Soils--analysis 


10320 
ALASKA. UNIVERSITY OF ALASKA, Fairbanks. 
Cooperative Extension Service. Soil sampling and analysis, 
by J. L. Walworth. [Fairbanks, 1992] 3 p. (Crop production 
and soil management series) 
100G-00044D. 


Soils--analysis 
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10321 
ry Res 


Fairbanks, 
atory. Elutriator design 
for heavy recovery from sluice box 
concentrate, by Daniel E. Walsh. Fairbanks, 1991. v, 43 p. 
ill. (MILR report no. 91) 
91-67231 
Separation (Technology) 
Hydraulic mining--handbooks, manuals, etc. 


Fairbanks 1 mining district, ‘Aletha aa adjacent areas [by] 
Paul Anthony Metz. [Fairbanks] 1991. xxiii, 370 p. and 
33 sheets (microfiche) in pockets. (MIRL report no. 90) 
Thesis, University of London, Dept. of og. ie 
School of Mines, Imperial College of Science, T: 
and Medicine. 
91-67232 


Mines and mineral resources--Alaska 


10323 
ALASKA. UNIVERSITY OF ALASKA, Fairbanks. 
School of Mineral Engineering, Proceedings of the annual 
Alaskan Conference on Placer Mining. 12th; 1990. 
[Sponsored in cooperation with the] Alaska Women in 
Mining, Alaska Miners Association [and] Placer Miners of 
Alaska. An abridged format of papers and presentations 
compiled and edited by Cathy Farmer and Daniel E. 
Walsh. [Fairbanks] v, 93 p. ill. 

Published by the 1990 Placer Mining Conference 

Committee. 

sn91-1386 
Hydraulic mining--congresses--Alaska 


AMERICAN SAMOA 


10324 
AMERICAN SAMOA. HIGH COURT OF AMERICAN 
SAMOA. American Samoa reports, second series. 
Vols. 3-9; 1986-88. Editors: Michael Kruse [and others] 
Typists: Frances Pereira [and] Roseann H. Leuma. Pago 
Pago. 3 v. in 7. 

78-640558 
Law reports, digests, etc.--American Samoa 


ARIZONA 


10325 
ARIZONA. DEPT. OF HEALTH SERVICES. Office of 
H M Arizona health 
status and vital statistics. 8th; 1990. By Joanne C. Gersten 
[and] Christopher K. Mrela. [Phoenix] 404 p. ill. annual. 
90-644892 


Health status indicators--Arizona 
Mortality--statistics--Arizona 
Vital statistics--Arizona 


10326 
ARIZONA. LEGISLATURE. Senate. Journal. 40th 
Legislature, 1st regular & 1st-4th special sessions, 1991. 
St. Paul, West Pub. Co. 1026, 16, 9, 46, 40 p. 

53-25156 
Legislative journals--Arizona 


10327 
ARIZONA. [OFFICE OF SECRETARY OF STATE] 
Legislative districts: final plan, passed: Thursday, 
February 20, 1992. [Phoenix, 1992. 4] |. ill. 


Election districts--Arizona 


10328 
ARIZONA. OFFICE OF THE AUDITOR GENERAL. 
Yuma County, Arizona, report on audit of annual 
expenditure limitation report, June 30, 1990. [Phoenix, 
1992] 7 1. 


Auditing--Arizona 


10329 
ARIZONA. SUPREME COURT. Report of cases 
and determined in the Supreme Court and the Court of 
Appeals of the State of Arizona. Vol. 168; 1990/91. 
St. Paul, West Pub. Co. CLXXI, 602, 52 p. 
Title on spine: Arizona reports. 
74-644473 
Law reports, digests, etc.--Arizona 


10330 

ARIZONA. UNIVERSITY OF ARIZONA, Tucson. 
Center for Creative Photography, Patterns of influence: 
teacher/student relationships in American photography 
since 1945 [held] December 15, 1991-February 9, 1992 [at 
the] Center for Creative Photography, the University of 
Arizona. Co-curated by Pamela Bosch and [others. 
Tucson, c1991] folder. ill. 


Photography--exhibitions 


ARKANSAS 


10331 
ARKANSAS. AGRICULTURAL EXPERIMENT 
STATION, Fayetteville, Arkansas and the natural 
environment: water, waste, and war; proceedings of the 
second annual Agricultural Issues Symposium [held] 
April 26, 1990. Sponsored by the Agricultural Business 
Club, Agriculture and Home Economics Student 
Association. John W. Goodwin, editor. Fayetteville [1992] 
v, 53 p. (Special report 154) 

92-621475 
Agriculture--congresses--Arkansas 
Conservation of natural resources--congresses--Arkansas 
Agricultural Issues Symposium (Arkansas) 


Monthly Checklist of State Publications Vol. 83, no. 7 


10332 
ARKANSAS. ARKANSAS RICE RESEARCH AND 
PROMOTION BOARD. Annual report. 1989/90. [Little 
Rock] folder. ill. 


Rice--research--Arkansas 


10333 
ARKANSAS. DELTA CULTURAL Helena. 
The Arkansas Delta: a landscape of change [catalog of an 
exhibition] Edited by Tom Baskett, Jr. [Helena, 1990] 
vii, 164 p. ill. 

91-143566 
Local history--exhibitions--Arkansas 


10334 
ARKANSAS. DEPT. OF FINANCE AND 
ADMINISTRATION. Division of Revenues. Department 
of Finance and Administration, Division of Revenue, 
regulation 1991-12: Arkansas individual income tax section 
guidelines for the use of substitute and reproduced tax 
forms. [Little Rock, 1992] 7 p. 


Income tax--Arkansas 
Administrative agencies--rules and practice--Arkansas 


10335 
ARKANSAS. DEPT. OF FINANCE AND 
ADMINISTRATION. Division of Revenues. Department 
of Finance and Administration, Revenue Division, 
regulation 1991-11: income tax credit for purchase of 
recycling equipment. [Little Rock, n. d.] 3 p. 


Tax credits--Arkansas 
Administrative agencies--rules and practice--Arkansas 


10336 
ARKANSAS. DEPT. OF POLLUTION CONTROL AND 
ECOLOGY. Notice of proposed changes to Arkansas 
water quality management plan. [Little Rock, 1992] 
2, 4:0: + 
Caption title. 


Water quality management--planning--Arkansas 


10337 
NETWORK. Teaching the future 
today: college credit telecourses. [Conway, n. d.] folder. 


Television in education--Arkansas 

10338 
ARKANSAS. GENERAL EDUCATION DIVISION. A 
handbook for teachers of Arkansas studies. Rev. ed. Little 
Rock, 1991. 59 p. ill. 


Local history--handbooks, manuals, etc.--Arkansas 


ARKANSAS. ICE DEPT] Rule and 
regulation 29: personal lines property and casualty 
language simplification effective January 1, 1992. [Little 
Rock, 1991] 3 1. 

Caption title. 


Insurance, Casualty--Arkansas 
Insurance, Property--Arkansas 
Administrative agencies--rules and practice--Arkansas 


10340 
ARKANSAS. [INSURANCE DEPT.] Rule and 
regulation 31: educational requirements for insurance 
agents effective December 30, 1991. [Little Rock, 1991] 
111. 
Caption title. 


Insurance--agents--Arkansas 
Administrative agencies--rules and practice--Arkansas 


10341 
ARKANSAS. (CE DEPT.] Rule and 
regulation 36: regulation of bail bond business [effective 
January 8, 1992. Little Rock, 1992] 11, 14 1. 
Caption title. 


Bail bondsmen--Arkansas 
Administrative agencies--rules and practice--Arkansas 


10342 
ARKANSAS. [INSURANCE DEPT.] Rule and 
regulation 54: Arkansas workers’ compensation insurance 
plan effective February 1, 1992. [Little Rock, 1992] 11 1. 
Caption title. 


Workers’ compensation--Arkansas 
Administrative agencies--rules and practice--Arkansas 


10343 

ARKANSAS. LAWS, STATUTES, ETC. The teacher 
retirement laws of the State of Arkansas, 1991. [1991 ed. 
Little Rock] Board of Trustees, Teacher Retirement 
System of the State of Arkansas [c1991] iv, 165 p. 

On cover: Reprinted from Arkansas Code of 1987 
annotated and 1991 cumulative supplement. 

Printed by The Michie Co. 


Teachers--pensions--law and legislation--Arkansas 

10344 
ARKANSAS. OFFICE OF COMMUNITY SERVICES. 
Weatherization assistance program; State plan. 1992. 
[Little Rock] 140 |. annual. 


Poor--energy assistance--planning--Arkansas 
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10345 
ARKANSAS. PUBLIC EMPLOYEES RETIREMENT 
SYSTEM. Annual financial report. 1990/91. [Little Rock] 
77 p. ill. 
Report year ends June 30. 
89-646350 
State officials and employees--pensions--Arkansas 
Civil service--pensions--Arkansas 
Pension trusts--investments--Arkansas 


10346 

ARKANSAS. SOIL AND WATER CONSERVATION 
COMMISSION. Simulated response to future pumping in 
the Sparta aquifer, Union County, Arkansas, by John M. 
Kilpatrick. Prepared in cooperation with the U.S. 
Geological Survey. Little Rock, 1992. iv, 25 p. ill. (U.S. 
Geological Survey. Water-resources investigations 
report 91-4161) 

Available by purchase from: U. S. Geological Survey, 
Books and Open-File Reports Section, Federal Center, 
Box 25425, Denver, CO 80225. 

86-643266 
Water withdrawals--computer simulation--Arkansas--Union 
County 
Water-supply--computer 
County 
Water, Underground--computer simulation--Arkansas-- 
Union County 


simulation--Arkansas--Union 


10347 
ARKANSAS. UNIVERSITY OF ARKANSAS AT 
LITTLE ROCK. Ar mall Busi 
Center, Arkansas Small Business Development Center: 
1990 progress report. [Little Rock, n. d.] 16 p. ill. 
On cover: Working with others to help small business. 


Small business--Arkansas 


10348 
ARKANSAS. UNIVERSITY OF ARKANSAS AT 
LITTLE ROCK. Ar mall Busi 
Center, Find business and industry research information at 
the Arkansas Small Business Development Center’s 
library. Little Rock [n. d.] folder. ill. 


Small business--library resources 


10349 
ARKANSAS. UNIVERSITY OF ARKANSAS AT 
LITTLE ROCK. Cooperative Extension Service. Abstract 
of pesticides recommended for plant disease control, 
Arkansas. 1989. [By M. C. McDaniel, Marc C. Hirrel, and 
Terry Kirkpatrick. Little Rock] 24 p. (MP-154) 


Pesticides--Arkansas 


10350 
ARKANSAS. UNIVERSITY OF ARKANSAS AT 


LITTLE ROCK. Cooperative Extension Service, 
Earthquake preparedness [compiled and adapted for 
Arkansas by members of the Earthquake Preparedness 
Committee. Little Rock, n. d.] 15 p. ill. (AGS51) 


Earthquakes 


10351 
ARKANSAS. UNIVERSITY OF ARKANSAS AT 
LITTLE ROCK. School of Law. Law graduates directory. 
1990/91. [Little Rock] 38 p. ill. annual. 

86-640438 


Lawyers--directories--Arkansas 


10352 
ARKANSAS. UNIVERSITY OF ARKANSAS AT PINE 
BLUFF. Cooperative Extension Program, Arkansas 
aquaculture directory, by D. Leroy Gray and [others. Pine 
Bluff, n. d.] 48 p. ill. 
On cover: AG50-8-90. 


Aquaculture industry--directories--Arkansas 
CALIFORNIA 


10353 
CALIFORNIA. AIR RESOURCES BOARD. California: 
an air quality pioneer. [Sacramento, n. d.] folder. ill. 


Air quality management--California 


10354 
CALIFORNIA. AIR RESOURCES BOARD. Mobile 
Initial statement of proposed rulemaking, 
reactivity adjustment factors for transitional low-emission 
vehicles. Sacramento, 1991. 5, iii, 30, 11, 21 p. 

Issued in cooperation with the Research Division, Air 
Resources Board. 

Cover title: Title 13, California Air Resources Board; 
notice of public hearing to consider amendments to 
regulations regarding the calculation and use of reactivity 
adjustment factors for low-emission vehicles and the 
adoption of initial reactivity adjustment factors for 
passenger cars and light-duty trucks certifying to 
transitional low-emission vehicle exhaust emission 
standards; mail-out #91-43. 


Motor vehicles--pollution control devices--California 
Automobiles--motors--exhaust gas--California 


10355 
CALIFORNIA. AIR RESOURCES BOARD. Mobile 
Source Division. Status report on the Riverside Transit 
Agency methanol bus fleet [by] Michael O’Connor. [El 
Monte] 1991. 15 p. ill. (Technical report MS-91-03) 


Buses--fuel systems--California--Riverside 
Methanol as fuel--California--Riverside 


: 

| 

j 

4 

by 

~ 

| 

£9 
| 
| 

| 
: 

} 

| 

vane 


Monthly Checklist of State Publications Vol. 83, no. 7 


10356 
CALIFORNIA. AIR RESOURCES BOARD. Mobile 
Source Division. Test report of the high milage vehicle 
surveillance program, series 4 (HMVSP 4), (project 
#2S89C1). El Monte, 1991. v, 32,A6,B1,C2,D2p. ill. 
(Technical report no. MS-91-05) 


Automobiles--motors--exhaust gas--California 


10357 
CALIFORNIA. ARTS COUNCIL. Organizational support 
program, large budget organizations: applicants with 
budgets over $1,000,000. 1992/93. [Sacramento] v, 19 p. 
annual. 

sn90-14839 
Arts--scholarships, fellowships, etc.--California 
Art and state--California 


10358 
CALIFORNIA. ARTS COUNCIL. Organizational support 
program, mid-size organizations: applicants with $100,000- 


$999,999 budgets. 1992/93. [Sacramento] v, 22 p. annual. 
sn90-14835 

Arts--scholarships, fellowships, etc.--California 

Art and state--California 


10359 

CALIFORNIA. BAY AREA REGIONAL 
EARTHQUAKE PREPAREDNESS PROJECT. 
Identification and reduction of nonstructural earthquake 
hazards in California schools. Developed [in cooperation 
with the] Office of the State Architect, Structural Safety 
Section [and Southern California Preparedness 
Project. Oakland, 1991] 18 p. ill. 

On cover: A project of the Governor’s Office of 
Emergency Services. 

A reprint. 


Buildings--earthquake effects--California 
School buildings--California 


10360 
CALIFORNIA. BUREAU OF ELECTRONIC AND 
APPLIANCE REPAIR. Rules and regulations; includes 
amendments through 1991. Sacramento, 1992. 19 p. 


Electronic apparatus and appliances--maintenance and 
repair--California 
Administrative agencies--rules and practice--California 


10361 
CALIFORNIA. BUREAU OF LIVESTOCK 
IDENTIFICATION. California brand book. 1991. 
[Sacramento] XXIV, 1051 p. ill. 

88-640795 
Cattle brands--identification--California 
Livestock brands--identification--California 
Earmarks--identification--California 
Cattle brands--directories--California 
Livestock brands--directories--California 
Earmarks--directories--California 


10362 
CALIFORNIA. CALIFORNIA COMMUNITY 
COLLEGES. Board of Governors. Basic agenda. 1991/92. 
[Sacramento] ii, 28 p. annual. 

sn86-36567 
Community colleges--administration--California 


10363 
CALIFORNIA. CALIFORNIA COMMUNITY 
COLLEGES. Board of Governors. Calendar of agenda 
items. 1991. Sacramento. 17 p. annual. 

sn89-18248 
Community colleges--administration--California 


10364 
CALIFORNIA. CALIFORNIA COMMUNITY 
COLLEGES. Chancellor’s Office. California Community 
Colleges contracted district audit manual. Rev. 
[Sacramento] 1992. 4, 3, 8, 21, 18 p. 


Auditing--handbooks, manuals, etc.--California 
Community colleges--finance--California 


10365 
CALIFORNIA. CALIFORNIA COMMUNITY 
COLLEGES. Chancellor’s Office. Fiscal_and Business 
Services Unit. Fiscal data abstract. 16th; 1990/91. 
Sacramento. iii, 43 p. annual. (Report no. 92-1) 

Report year ends June 30. 

80-646562 

Community colleges--statistics--California 


10366 


Special study session lof the] Berd of 
California Community Colleges [held]... January 10, 1992. 
Sacramento [1992] vi, 102 p. ill. 
92-621408 
Community colleges--California 
Education, Higher--California 


10367 
CALIFORNIA. CALIFORNIA STATE UNIVERSITY. 
CSU admission, the California State University. 1992/93. 
[Long Beach] 12 p. annual. 

sn92-17143 
State universities and colleges--admission--California 
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10368 
CALIFORNIA. CALIFORNIA STATE UNIVERSITY, 
Long Beach. Board of Trustees. The California State 
University Board of Trustees almanac; supplement, 
1981-1988, compiled by Helene Whitson. Long Beach, 
1989. 209 p. 
Distributed by California State University Archives. 
92-621409 
College trustees--California 
State universities and colleges--California 


10369 
CALIFORNIA. CALIFORNIA TAHOE 
CONSERVANCY. Progress report, 1985-1991. [South 
Lake Tahoe, 1991] 48 p. ill. 

92-621410 
Natural areas--California--Lake Tahoe Basin . 
Watershed management--California--Lake Tahoe Basin 
Wildlife management--California--Lake Tahoe Basin 


10370 

CALIFORNIA. CENTER FOR JUDICIAL 
EDUCATION AND RESEARCH. California judges 
benchbook: criminal proceedings: search and seizure, 
criminal pretrial proceedings, criminal trials, criminal 
posttrial proceedings; supplement. Emeryville, 1992. 
vii, 108 p. 

Issued in cooperation with the Continuing Education 
of the Bar. 

$20.00; available from: Continuing Education of the 
Bar, 2300 Shattuck Avenue, Berkeley, CA 94704-1576. 


92-621411 
Criminal law 


10371 
CALIFORNIA. COMMISSION ON JUDICIAL 
PERFORMANCE. Annual report. 31st; 1991. [San 
Francisco] iii, 59 p. ill. 

89-641089 
Judicial corruption--California 


10372 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Advising California employers; update [by] 
Wayne E. Barlow [and others] Editor: Carol S. Sanders. 
Berkeley, 1991. xvii, 437 p. 

$55.00. 

81-65536 

Labor laws and legislation--California 


10373 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Advising California partnerships; update [by] 
Ellen L. Batzel. Editor: Carol Sanders. 2d ed. Berkeley, 
1992. xiv, 130 p. 
$26.00. 


87-72943 
Partnerships--California 


10374 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Appeals and writs in criminal cases; update [by] 
Charles M. Bonneau [and others] Editor: Robert N. 
Waxman. Berkeley, 1992. xvi, 408 p. ill. (California 
criminal law practice series) 
$70.00. 


82-71773 
Writs--California 
Appellate procedure--California 
Criminal procedure--California 


10375 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Approaching a marital dissolution. [Berkeley] 1991. 
cassette 2 1/2 x 4 in. (MAP mentor access pack) 
Action products. 


Approaching a marital dissolution. 
Cosponsored with the General Practice Section of the 
State Bar of California. Berkeley [c1992] various pagings. 
ill 


" Issued with Action guide’s Approaching a marital 
dissolution; here’s how and when to do it. 
$79.00. 


Divorce suits--California 


10376 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. California automobile insurance law guide; update 
[by] Ralph A. Lombardi. Editor: Christoper D. Dworin. 
Berkeley, 1992. xv, 163 p. 

$27.00. 

72-619669 

Insurance, Automobile--California 


10377 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. California civil procedure during trial; update [by] 
Randall B. Christison. Vol. 2. Editor: John K. Chapin. 
Berkeley, 1992. xvii, 241 p. 

$33.00. 

81-68678 
Trial practice--California 
Civil procedure--California 


10378 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. California civil writ practice; update [by] Michael S. 
Sorgen [and] Joyce Kawahata. Editor: Janette Tom. 2d ed. 
Berkeley, 1992. xiv, 108 p. 
$27.00. 


Writs--California 


87-62324 
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Carol S. Sanders. Berkeley. xiii, 278 p. annual. 
Title on spine: Durable power of attorney. 
$48.00. 


88-659916 
Power of attorney--California 


10380 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. California mechanics’ liens and other remedies; 
update [by] Frederick W. Flowers [and] Benjamin 
Hagan, Jr. Editor: Robert N. Waxman. 2d ed. Berkeley, 
1991. xiv, 89 p. 

$21.00. 

88-70241 

Mechanics’ liens--California 


10381 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. California trial objections; update [by] Jeffrey T. 
Miller [and] William R. Weisman. Editor: M. Colleen 
Clancy. 2d ed. Berkeley, 1991. xxv, 211 p. 
$32.00. 

83-71122 

Objections (Evidence)--California 


10382 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. California uninsured motorist practice [by] Frank E. 
Preston. Editor: Mary Gerber. [Berkeley] 1992. xvi, 207 p. 
say to California practice book no. 61) 
3.00. 


72-619679 
Insurance, Uninsured motorist--California 


10383 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. California workers’ compensation practice; update 
[by] Charles Lawrence Swezey [and] Dennis J. Hannigan. 
Editor: Donald R. Briggs. 3ded. Berkeley, 1992. 
xiv, 377 p. 
$52.00. 


85-70168 
Workers’ compensation--California 


10384 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. California workers’ damages practices; update. 
se and editor: Paul Peyrat. Berkeley, 1992. xiv, 102 p. 
.00. 


85-70718 
Workers’ compensation--California 


10379 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. California durable power of attorney handbook. 
1992. [By] Edward H. Bordin [and others] Edited by 


10385 

CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Civil litigation practice: recent developments (1992) 
[a three-hour discussion. Julia A. Molander, moderator. 
Delbert C. Gee and Martin Quinn, panelists. Berkeley, 
1992] 3 cassettes 2 1/2 x 4 in. 
---,-----,--------, Program handbook, January 1992. Berkeley 
[1992] xxiv, 136 p. 

Cover title: Civil litigation practice: 10th Annual 
Recent Developments Program; presented jointly by CEB 
and the State Bar Litigation Section. 

Issued with tape handbook and Program handbook 
supplement. 

$89.00. 


Civil procedure 


10386 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Commercial real property lease practice; update [by] 
Michael A. Dean [and] Walter R. Turner. Editor: John K. 
Chapin. Berkeley, 1992. xvi, 199 p. (Update to California 
practice book no. 68) 
$33.00. 


7175-26448 
Commercial leases--forms--California 


10387 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Condemnation practice in California [by] 
Norman E. Matteoni [and] Henry Veit. Editor: 
Christopher D. Dworin. Berkeley, 1992. xvi, 425 p. 
os to California practice book no. 59) 
58.00. 


72-619711 
Eminent domain--California 


10388 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Counseling California corporations; update [by] 
Harvey S. Gilbert [and] Douglas D. Roberts. Editor: 
Janette Tom. Berkeley, 1992. xiii, 72 p. 

$26.00. 

90-80013 

Corporations--California 
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10389 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Criminal law practice: recent developments (1992) 
[a three-hour discussion. William A. pn 
moderator. Charles M. Denton, Donald G. 
Lawrence S. Ward, panelists. Berkeley, c1992] 3 aioe 
21/2x4 in. 


Program handbook, February 1992; 
presented jointly by CEB and the State Bar Criminal Law 
Section: criminal law practice; 10th Annual Recent 
Developments. Berkeley [c1992] viii, 421 p. 
aaa with tape handbook and tape program outline. 
.00. 


Criminal procedure 


10390 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Deadlines during and after litigation [by Gail F. 
Flatt] Cosponsored with California Young Lawyers 
Association. [Berkeley] 1992. 86 p. ill. (CEB action guide. 
Meeting statutory deadlines action guide series, pt. 4) 

$35.00. 

92-621412 
Actions and defenses 
Civil procedure 


10391 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Dealing with the Resolution Trust 
Corporation (RTC) [a three-hour discussion. Neil B. 
Van Winkle, moderator. Robert W. Brown, Jr. and others, 
panelists. Berkeley, c1991] 3 cassettes 2 1/2 x 4 in. 


Program handbook, November /December 
1991. Berkeley [c1991] v, 245 p. ill. 

On cover: Presented jointly by CEB and the State Bar 
Real Property Law Section. 

Issued with tape program material. 


Savings and loan association failures--United States 


10392 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Drafting agreements for the sale of businesses; 
update [by] Robert R. Tufts [and] Twila L. Foster. Editor: 
Carol S. Sanders. 2d ed. Berkeley, 1992. xiv, 73 p. 

$25.00. 

88-62938 

Business enterprises, Sale of--California 


10393 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Drafting California revocable living trusts; update 
[by] Charles A. Larson. Editor: Carol E. Gamble. 2d ed. 
Berkeley, 1992. xvii, 165 p. 
$27.00. 


84-71499 
Revocable trusts--California 


10394 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Effective direct & cross examination; update [by] 
William A. Brockett. Editor: John K. Chapin. Berkeley, 
1992. xvii, 200 p. 
$25.00. 
86-70031 


‘Examination of witnesses--California 


Cross-examination--California 
Trial practice--California 


10395 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Enforcing civil eee judgments; here’s how and 
when to do it, by Richard L. Enkelis. [Berkeley] 1992. 2 v. 
(CEB action guide) 
Vol. 1 is ill. 
92-621413 
Liens 
Judgments 
Debtor and creditor 


10396 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Enforcing family law orders [a three-hour 
discussion. Patricia Berkowitz, moderator. James H. 
Libbey, Philip L. Strauss, and Michael E. Wald, panelists. 
Berkeley, c1991] 3 cassettes 2 1/2 x 4 in. 


. Program handbook, October 1991 [by] 
Michael E. Barber. Berkeley [c1991] v, 217 p. 
On cover: Presented jointly by CEB and the State Bar 
Family Law Section. 
; Issued with tape program material and handouts- 
‘orms. 


$89.00. 
Domestic relations 


10397 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Environmental claims: liability issues in a post- 
transaction scenario [a three-hour discussion. Jose R. 
Allen and James R. Arnold, co-moderators. Ward L. 
Benshoff, William W. Carter, and Robert G. Russell, Jr., 
panelists. Berkeley, 1991] 3 cassettes 21/2x4 in. 
(University of California. A University of California 
Extension Centennial program) 


---. Program handbook, November 1991. 
Berkeley [c1991] viii, 362 p. ill. 

Issued in cooperation with the Environmental Law 
Institute, University of California. 

Cover title: The 1991 CEB environmental claims: 
liability issues in a post-transaction scenario. 

Issued with tape program material. 

$89.00. 


Liability for environmental damages--California 
Environmental protection--California 
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10398 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Estate planning and administration practice: recent 
developments (1992) [a three-hour discussion. James M. 
Allen, moderator. Linda L. McCall and Thomas B. Worth, 
panelists. Berkeley, c1992] 3 cassettes 2 1/2 x 4 in. 


. Program handbook, January/February 
1992; 7th Annual Recent Developments Program. Berkeley 
[c1992] v, 165 p. 
On cover: Presented jointly by CEB and the State Bar 
Estate Planning, Trust, and Probate Law Section. 
es with tape handbook. 
.00. 


Estate planning--California 


10399 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Family law litigation [a six-hour discussion. Peter J. 
McBrien, moderator. Jay-Allen Eisen and others, panelists. 
Berkeley, c1991] 6 cassettes 2 1/2 x 4 in. 


ogram handbook, October/November 
1991 [by] Carol Amyx. Berkeley [c1991] xvi, 113 p. 
Cover title: CEB and the State Bar Family Law 
Section present Family law litigation. 
— with tape program material and handout. 
115.00. 


Domestic relations--California 


10400 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Family law practice: recent developments (1992) [a 
three-hour discussion. Kenneth A. Black, moderator. 
Maryanne LaGuardia and IraH. Lurvey, panelists. 
Berkeley, c1992] 3 cassettes 2 1/2 x 4 in. 


sos,-e---,--------, Program handbook, December 1991. 
Editor: Ira H. Lurvey. Contributing editors: Robert P. 
Anderson, Karl E. Block [and] Mikki Bako Sorensen. 
Berkeley [c1991] v, 363 p. 

Cover title: CEB and the State Bar Family Law 
Section present Family law practice: recent developments 
program (1992). 

Issued with tape program material and handbook 
supplement. 

$89.00. 


Domestic relations--California 


10401 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Gathering and proving medical evidence [a three- 
hour discussion. Lawrence E. Kern, William B. Smith, and 
Mary E. Wiss, panelists. Berkeley, c1991] 3 cassettes 
21/2 x 4 in. 


ac=,cen--,--------, Program handbook, November 1991; 
presented jointly by CEB and the State Bar Litigation 
Section. Berkeley [c1991] vi, 94 p. 

Issued with tape program material. 

$89.00.. 


Evidence, Expert--California 
Medical jurisprudence--California 


10402 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Ground lease practice; update. Author and editor: 
Robert N. Waxman. Berkeley, 1991. xiv, 83 p. 


$28.00. 
78-634364 
Building leases--California 


10403 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Handling a Chapter 7 consumer bankruptcy. 
[Berkeley] c1992. cassette 21/2x4in. (MAP mentor 
access pack) 
Action products. 


Handling a Chapter 7 consumer 
bankruptcy. Cosponsored with the General Practice 
Section of the State Bar of California. Berkeley [c1992] 
various pagings. ill. 
Issued with Action guide’s Handling a Chapter 7 
— bankruptcy; here’s how and when to do it. 
.00. 


Bankruptcy 


10404 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Handling a Chapter 11 reorganization [a six-hour 
discussion. John E. Ryan, moderator. Robert W. Alberts 
and others, panelists. Berkeley, c1992] 6 cassettes 
21/2x 4 in. 


. Program handbook, 
January/February /March 1992 [by] Colin W. Wied. 
Berkeley [c1992] xxxix, 300 p. ill. 
Issued with tape program material. 
$115.00. 


Bankruptcy 
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10405 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Handling attorney malpractice cases [a three-hour 
discussion. William Elfving and William McLean, panelists. 
Berkeley, c1991] 3 cassettes 2 1/2 x 4 in. 


aren, . Program handbook, October 1991. Berkeley 
[c1991] v, 115 p. 

Issued with tape program handbook. 

$89.00. 


Lawyers--malpractice 


10406 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Handling civil appeals; here’s how and when to do 
it, by Letitia Pepper, with judge’s perspective by Robert 
Timlin. Rev. [Berkeley] 1992. 2 v. (CEB action guide) 
Vol. 1 is ill. 
$40.00. 
92-621414 
Appellate procedure 


10407 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Handling expert witnesses in California courts; 
here’s how and when to do it, by Robert Aitken, with 
judges’ perspective by Roderic Duncan and Norman L. 
Epstein. Rev. [Berkeley] 1992. 2 v. (CEB action guide) 
Vol. 1 is ill. 
$35.00. 
92-621415 
Evidence, Expert--California 
Witnesses--California 


10408 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Handling mechanics’ liens and related remedies 
(private works); here’s how and when to do it, by Gordon 
~~ c1991, 1992. 68 p. ill. (CEB action guide) 
5.00. 


92-621416 
Mechanics’ liens--California 


10409 

CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Handling real property sales transactions; here’s 
how and when to do it, by Scott C. Verges and Jon L. 
Mangus. Rev. [Berkeley] 1992. 2 v. (CEB action guide) 

Vol. 1 is ill. 

$40.00. 

92-621417 

Real property--California 


10410 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Handling service of process (serving summons in 
civil proceedings); here’s how and when to do it, by 
Patricia Shuler Schimbor. Rev. [Berkeley] 1992. 68 p. 
(CEB action guide) 
$35.00. 


92-621418 
Summons--California 


10411 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Handling subpenas; here’s how and when to do it, 
by Patricia Shuler Schimbor. Rev. [Berkeley] 1992. 60 p. 
(CEB action guide) 
$35.00. 


Subpoena 


92-621419 


10412 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Handling unlawful detainers; here’s how and when 
to do it, by David M. Gurewitz and Robert D. Lieb. Rev. 
[Berkeley] 1992. 2 v. (CEB action guide) 
Vol. 1 is ill. 
$40.00. 
92-621420 
Landlord and tenant--California 


10413 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Injunctions: why, when, how [a three-hour 
discussion. Stuart R. Pollak, Christine A. Amatruda, and 


E. Craig Moody, panelists. Berkeley, c1991] 3 cassettes 
21/2x4 in. 


. Program handbook, November/December 
1991. Berkeley [c1991] v, 127 p. 

On cover: Presented jointly by CEB and the State Bar 
Litigation Section. 

Issued with tape program handbook. 


Injunctions--California 


10414 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Introduction to bankruptcy practice [a six-hour 
discussion. Thomas E. Carlson, moderator. Lawrence 
Goldberg and others, panelists. Berkeley, 1991] 
6 cassettes 2 1/2 x 4 in. 


handbook, October 1991. Berkeley 
[c1991] vi, 334 p. 


On cover: Presented jointly by CEB and the State Bar 
Business Law Section. 


Issued with tape program material. 
$115.00. 


Bankruptcy--California 
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10415 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Landslide and subsidence liability; update. Author 
and editor: Robert N. Waxman. Berkeley, 1992. xiv, 209 p. 
aro to California practice book no. 65) 
00. 


73-620016 
Liability for landslide damages--California 
Disaster relief--California 
Insurance, Landslide--California 


10416 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Making a summary judgment motion; here’s how 
and when to do it, by Victoria B. Henley, with judge’s 
perspective by James R. Lambden. Rev. [Berkeley] 1992. 
86 p. ill. (CEB action guide) 
$35.00. 


92-621421 
Motions (Law)--California 


10417 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Negotiating personal injury settlements [a three- 
hour discussion. Joseph J. Carson, moderator. Gregory D. 
Hull, Gordon Jones, and Mary E. Wiss, panelists. 
Berkeley, c1991] 3 cassettes 2 1/2 x 4 in. 


Program handbook, October/November 
1991. Berkeley [c1991] v, 123 p 

On cover: Presented jointly by CEB and the State Bar 
Litigation Section. 

Issued with tape program material. 

$89.00. 


Personal injuries--California 


10418 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Personal injury and injury to personal property [by 
Gail F, Flatt, Katherine S. Clark, and Russell S. Roeca] 
Cosponsored with California Young Lawyers Association. 
Rev. [Berkeley] 1992. 62 p. ill. (Meeting statutory 
deadlines series, pt. 1) 
CEB action guide. 
$35.00. 
92-621422 
Personal injuries 
Personal property 


10419 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Personal tax planning for professionals and owners 
of smali businesses; update [by] Philip Starr [and others] 
Editor: Christopher D. Dworin. Berkeley, 1992. xvii, 222 p. 


$52.00. 
82-73368 
Tax planning--United States 
Investments--taxation--United States 
Inheritance and transfer tax--United States 
Professional corporations--United States 


10420 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Real estate broker practice [a three-hour discussion. 
Martha L. Caron, moderator. Larry A. Alamao and others, 
panelists. Berkeley, c1991] 3 cassettes 2 1/2 x 4 in. 


Program handbook, October/November 
1991; presented jointly by CEB and the State Bar Real 
Property Law Section. Berkeley [c1991] v, 160 p. 

Issued with tape program material and program 
handout 

$89.00. 


Real estate agents--California 


10421 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Real property purchase and sale agreements [a 
three-hour discussion. James Murad, moderator. 
Timothy N. Brown and Dianne M. Millner, panelists. 
Berkeley, c1991] 3 cassettes 2 1/2 x 4 in. 


Program handbook - October 1991. 
Berkeley [c1991] vi, 400 p. ill. 

Cover title: CEB and the State Bar Real Property Law 
Section present Real property purchase and sale 
agreements: negotiating and drafting in a buyer’s market. 

Issued with tape program material and Handling real 
property sales transactions: here’s what you do and how 
you do it (Action guide). 

$89.00. 


Real property--California 


: 
ae 
4 
a 


Monthly Checklist of State Publications Vol. 83, no. 7 


10422 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Representing the borrower in a real property 
foreclosure or workout [a three-hour discussion. Louis S. 
Weller, moderator. David A. B. Burton, Carol M. Lifland, 
and Andrea A. Wirum, panelists. Berkeley, 1992] 
3 cassettes 2 1/2 x 4 in. 


Program handbook, January 1992. 
[Berkeley, n. d.] v, 125 p. 

Cover title: Presented jointly by CEB and the State 
Bar Real Property Law Section: Representing the 
borrower in a real property foreclosure or workout. 

Issued with tape program material and tape program 
outline. 

$115.00. 


Foreclosure--California 


10423 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Selected issues in employment law practice (91/92) 
[a three-hour discussion. Cliff M. Palefsky, moderator. 
Kathleen D. Aure, Patricia K. Gillette, and Michael Rubin, 
panelists. Berkeley, c1991] 3 cassettes 2 1/2 x 4 in. 


---,-----,--------, Program handbook, September/October 
1991. Berkeley [n. d.] vi, 142 p. (A University of California 
Extension Centennial program) 

Issued with tape program material. 

$89.00. 


Industrial relations--California 


10424 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Selected issues in search and seizure practice [a 
three-hour discussion. William R. Ridgeway, moderator. 
Nancy L. Simpson and Christopher H. Wing, panelists. 
Berkeley, c1991] 3 cassettes 2 1/2 x 4 in. 
rosy with tape program material, November 1991. 
00. 


Searches and seizures 


10425 

CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Sexual harassment in the workplace: a practical 
guide for employers [by] Wendy A. Woldt. Berkeley 
[c1992] 45 p. 

Issued in cooperation with the State Bar of 
of California Extension. 

00. 


92-621423 
Sex role in the work environment 


10426 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Significant developments in California substantive 
law, 1970-1990: an update of case law & statutes in three 
major subjects, by B. E. Witkin. San Francisco, Bancroft- 
Whitney, 1991. iv, 391 p. 
$245.00. 


Law--California 


91-75462 


10427 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Tax aspects of California partnerships: forming, 
dissolving, terminating for the general practitioner; update 
[by] L. Randolph Harris, Robert G. Zelenka [and] 
Charles E. Toombs. Edited: Janette Tom. Berkeley, 1992. 
xiv, 119 p. 

$36.00. 

83-72279 

Partnerships--taxation--California 


10428 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Taxation of real property transfers; update [by] 
C. Jean Ryan. Editor: Carol E. Gamble. Berkeley, 1992. 
xv, 211 p. 

$38.00. 

82-116644 
Real property and taxation--United States 
Real property and taxation--California 


10429 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Torts practice: recent developments (1992) [a three- 
hour discussion. Gerald V. Barron, moderator. Russell L. 
Moore and Catherine M. Reichhold, panelists. Berkeley, 
1992] 3 cassettes 2 1/2 x 4 in. 


---.-----,--------. Program handbook, January 1992. Berkeley, 
1992. vi, 86 p. 

Cover title: Torts practice: 7th Annual Recent 
Developments Program; presented jointly by CEB and the 
State Bar Litigation Section. 

Issued with tape program material and Program 
handbook supplement. 

$89.00. 


Torts--California 
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10430 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Transferring assets after death. [Berkeley] 1991. 
cassette 2 1/2 x 4 in. (MAP mentor access pack) 
Action products. 


. Transferring assets after death. 
Cosponsored with the General Practice Section of the 
State Bar of California. Berkeley [c1992] various pagings. 
ill 


" Issued with Action guide’s Transferring property 
without probate; here’s how and when to do it. 
$79.00. 


Decedents’ estates--California 
Probate law and practice--California 


10431 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Witkin on significant developments in California 
substantive law [an eight-hour discussion, by Bernard E. 
Witkin. Berkeley, c1991] 8 cassettes 2 1/2 x 4 in. 
Issued with tape program material, September 1991. 


Law--California 


10432 
CALIFORNIA. CONTINUING EDUCATION OF THE 
BAR. Workers’ compensation practice: using the new 
system [a three-hour discussion. Alan P. Eskenazi, 
moderator. Michael Gerson, Michael A. Marks, and 
Kathryn E. Ringgold, panelists. Berkeley, 1991] 
3 cassettes 2 1/2 x 4 in. 


. Program handbook, September/October 
1991; presented jointly by CEB and the State Bar 
Workers’ Compensation Law Section. Berkeley [n. d.] 
ix, 203 p. ill. 

Issued with tape program material and program 
handout. 

$89.00. 


Workers’ compensation--California 


10433 
CALIFORNIA. CONTRACTORS’ STATE LICENSE 
BOARD. What you should know before you hire a 
contractor [written by Steve Kolb] 3d ed. [Sacramento] 
1991. 32 p. ill. 
Free. 


Contractors--California 


10434 
CALIFORNIA. DEPT. OF BOATING AND 
WATERWAYS. Facts about boating safety classes. 
[Sacramento, n. d. 2] p. ill. 


Boats and boating--safety measures 


10435 
CALIFORNIA. DEPT. OF BOATING AND 
WATERWAYS. Safe boating hints for Lake Tahoe. 
[Sacramento, n. d.] folder. ill. 


Boats and boating--Lake Tahoe 


10436 
CALIFORNIA. DEPT. OF BOATING AND 
WATERWAYS. Safe boating hints for personal watercraft. 
[Sacramento, n. d. 6] p. ill. 


Personal watercraft 


10437 
CALIFORNIA. DEPT. OF EDUCATION. Bureau _ of 
Publications. California private school directory; directory 
of private elementary schools and high schools in 
California that have complied with Education code 
Section 33190, with a summary of laws relating to private 
schools. 1990/91. [Sacramento] 293 p. annual. 

$14.00, plus sales tax for California residents; available 
from: Bureau of Publications, Sales Unit, Dept. of 
Education, P. O. Box 271, Sacramento, CA 95812-0271. 

75-643794 

Private schools--directories--California 


10438 
CALIFORNIA. DEPT. OF EDUCATION. California 
A sampler of mathematics 
assessment, prepared by Tej Pandey in cooperation with 
the Mathematics Assessment Development Team and the 
Mathematics Assessment Advisory Committee. 
[Sacramento, 1991] vi, 57 p. ill. 
$4.00, plus sales tax for California residents; available 
from: Bureau of Publications, Sales Unit, Dept. of 
Education, P. O. Box 271, Sacramento, CA 95812-0271. 


Educational tests and measurements--California 
Mathematical ability--testing--California 


10439 

CALIFORNIA. DEPT. OF EDUCATION. Child 
Development Division, Infant/toddler caregiving: a guide 
to language development and communication. Edited by 
J. Ronald Lally, Peter L. Mangione, and Carol Lou 
Young-Holt. Developed by the Center for Child and 
Family Studies, Far West Laboratory for Educational 
Research and Development. [Sacramento, 1992] ix, 68 p. 
ill. 

On t. p.: The program for infant toddler caregivers. 

Title on spine: A guide to language development and 
communication. 

$8.25, plus sales tax for California residents; available 
from: Bureau of Publications, Sales Unit, Dept. of 
Education, P. O. Box 271, Sacramento, CA 95812-0271. 


Infants--language 
Interpersonal communication in infants 


Language acquisition 


1080 
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10440 
CALIFORNIA. DEPT. OF FINANCE. Program 
An independent assessment of the health 
plan of San Mateo. [Sacramento] 1992. xii, 52 p. (Report 
no. D92-3) 


Medicaid--California--San Mateo 
Medical care--California--San Mateo 


10441 
CALIFORNIA. DEPT. OF FISH AND GAME. California 
sport fishing regulations. 1991/92. Sacramento. 30 p. ill. 
sn85-15437 


Fishery law and legislation--California 


10442 
CALIFORNIA. DEPT. OF FISH AND GAME. Digest of 
California commercial fish laws and _ licensing 
requirements. Jan. 1, 1992. [Compiled and edited by Maria 
Melchiorre. Sacramento] 71 p. ill. 


Fishery law and legislation--California 


10443 
CALIFORNIA. DEPT. OF FORESTRY AND FIRE 
PROTECTION. Recent archeological and _ historical 
investigations within California’s demonstration State 
forests [by] Daniel G. Foster. Sacramento, 1991. 15 p. ill. 
(California forestry note no. 107) 

80-646518 


Archaeological surveying--California 
Historic sites--California 


10444 
CALIFORNIA. DEPT. OF FORESTRY AND FIRE 
PROTECTION. Volume tables and equations for young 
growth softwood and hardwood species at Boggs Mountain 
Demonstration Forest, by Norman H. Pillsbury and 
Robert Pryor. Sacramento, 1991. 12 p. ill. (California 
forestry note no. 106) 

80-646518 
Forests and forestry--mensuration--California 


10445 
CALIFORNIA. DEPT. OF FORESTRY AND FIRE 
PROTECTION. Young-growth sierra redwood volume 
equations for Mountain Home Demonstration State Forest 
[by] Norman H. Pillsbury, Michael J. De Lasaux, and 
David Dulitz. Sacramento, 1991. 12 p. ill. (California 
forestry note no. 103) 

80-646518 
Forests and forestry--mensuration--California 
Redwood--California 


10446 
CALIFORNIA. DEPT. OF GENERAL SERVICES. State 
of California telephone directory. 1990 CALDEX suppl. 
[Sacramento] various pagings. annual. 

sn88-33769 
Administrative agencies--directories--California 
Telephone--directories--California 


10447 
CALIFORNIA. DEPT. OF GENERAL SERVICES. 
Annual progress report, 
records management in the State of California. 
1989/90-1990/91. [Sacramento] 2, 15 p. ill. 
Combined report. 
86-642198 
Public records--California 


10448 

CALIFORNIA. DEPT. OF MENTAL HEALTH. Out of 
the hospital: families know about coping with serious 
mental illness [a sharing of information and ideas on how 
to assist a mentally ill relative and survive the experience 
yourself, from the families of the California Alliance for 
the Mentally Ill, by Dan E. Weisburd. Sacramento] c1991. 
26 p. ill. (An Eldan Company production) 


Mentally ill 


10449 
CALIFORNIA. DEPT. OF MOTOR VEHICLES. 
California commercial driver handbook, 1991. Rev. 
[Sacramento, n. d.] ii, 91 p. ill. 


Commercial vehicles--California 
Truck driving--handbooks, manuals, etc.--California 


10450 
DEPT. OF MOTOR VEHICLES. 


fos and registration services. Rev. {Sacramento, 
n. d.] various pagings. ill. 

$5.00, with a check made payable to "DMV"; available 
from: Dept. of Motor Vehicles, VR Publications and 
Procedures, PO BX 932312, Sacramento, CA 94232-3120. 


Automobile dealers--handbooks, manuals, etc.--California 
Automobiles--registration and transfer--handbooks, 
manuals, etc.--California 


10451 
CALIFORNIA. DEPT. OF PERSONNEL 
ADMINISTRATION. Flex Elect: 1992 FlexElect plan 
year, January 1-December 31, 1992. [Sacramento, n. d.] 
16 p. 


State officials and employees--salaries, etc.--California 


H 
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10452 
CALIFORNIA. DEPT. OF REAL ESTATE. The impacts 
of tax reform on real estate investment in California [by 
Price Waterhouse. Sacramento] 1991. 140, A 6, B 4 p. ill. 
92-621424 
Real estate investment--California 


10453 
CALIFORNIA. DEPT. OF THE CALIFORNIA 
HIGHWAY PATROL. Task force report to Governor 
Pete Wilson [on] dust-related collisions, Interstate 5, 
Panoche Junction overcrossing/Kamm Ave., November 29, 
1991. [Sacramento] 1992. various pagings. ill. 
Issued in cooperation with the Dept. of Transportation 
and Office of Emergency Services. 
On t. p.: LDA. 
92-621425 
Traffic accidents--California 


10454 
CALIFORNIA. DEPT. OF TRANSPORTATION. 
HSOPP (4-year highway systems operation and protection 
plan-1991/93 thru 1995/96). Submitted to California 
Transportation Commission. [Sacramento, 1991] various 
pagings. ill. 
Transportation--planning--California 
Roads--maintenance and repair--California 


10455 
CALIFORNIA. DEPT. OF TRANSPORTATION. 
Proposed State Transportation Improvement Plan: PSTIP. 
1992. Submitted to California Transportation Commission. 
[Sacramento] various pagings. ill. annual. 

sn90-14896 
Transportation--planning--California 


10456 
CALIFORNIA. DEPT. OF TRANSPORTATION. TSM 
plan: Traffic Systems Management plan. 1992. Submitted 
to California Transportation Commission. [Sacramento] 
various pagings. ill. annual. 

sn91-17994 
Traffic engineering--planning--California 
Traffic signs and signals--planning--California 


10457 
CALIFORNIA. DEPT. OF VETERANS AFFAIRS. 
Report of leasehold interests in trust land pursuant to 
Section 270.42 of the Military and veterans code (Cal- 
Guard). Sacramento, 1992. [1] 1. 


Indians of North America--land transfers--California 
Veterans--California 


10458 
CALIFORNIA. DEPT. OF VETERANS AFFAIRS. 
Report of leasehold interests in trust land pursuant to 
Section 987.93 of the sod 
Sacramento, 1992. [1] 1. 


Indians of North America--land transfers--California 
Veterans--California 


10459 
CALIFORNIA. DEPT. OF VETERANS AFFAIRS. 
Division of Farm and Home Purchases. Cal-Vet home 
loans. [Sacramento, 1991] 23 p. 
At head of title: 8% financing!! 


Veterans--loans--California 
Mortgage loans--California 


10460 
CALIFORNIA. DEPT. OF VETERANS AFFAIRS. 
Division of Farm and Home Purchases, Report to the 
Legislature on the Cal-Vet farm and home purchase 
program. 1991. [Prepared] pursuant to Section 987.93, 
California Military and veterans code. Sacramento. various 
pagings. annual. 

88-646085 
Veterans--loans--California 
Mortgage loans--California 


10461 
CALIFORNIA. DEPT. OF WATER RESOURCES. The 
1991 Drought Water Bank. [Sacramento] 1992. 19 p. ill. 


Water-supply--California 
Droughts--California 


10462 
CALIFORNIA. DEPT. OF WATER RESOURCES. A 
retrospective on California’s 1991 Emergency Drought 
Water Bank; a report, prepared by Richard Howitt, Nancy 
Moore [and] Rodney T. Smith. [Sacramento] 1992. 64 p. + 
ill. 


92-621426 
Water-supply--California 
Droughts--California 


10463 
CALIFORNIA. DEPT. OF WATER RESOURCES. 
Water information resources; general-interest publications 
available from the California Department of Water 
Resources. [Sacramento, 1992] folder. 


Water resources development--California 
State publications--California 
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10464 
CALIFORNIA. DEPT. OF WATER RESOURCES. 
Central District, Historical ground water levels in Sutter 
County [by Eric Senter and others. Sacramento] 1992. 
vii, 181 p. ill. 

$3.00, plus sales tax for California residents; available 

from: Dept. of Water Resources, P.O. Box 942836, 
Sacramento, CA 94236-0001; data used to produce the 
tables, graphs, and maps available at $25.00/set in 
electronic form (IBM-compatible personal computer) 
from: Dept. of Water Resources, Central Geology 
‘and Ground Water Section, 3251 S Street, Sacramento, 
CA 95816-7017. 

92-621427 
Water, Underground--California--Sutter County 
Water table--California--Sutter County 


10465 


California "water wells, mounoring wah, 
cathodic protection wells [by Michael P. Floyd and 
Edwin A. Ritchie with special assistance from Nancy A. 
Hoagland and others. Prepared in cooperation with the 
State Water Resources Control Board. Sacramento] 1991. 
xvi, 82 p. ill. (Dept. of Water Resources. Bulletin 74-90) 

On t.p.: Supplement to Bulletin 74-81. 

Free to all well drillers licensed by the State of 
California and local agencies that enforce these standards; 
$10.00 a copy to all others; California residents add sales 
tax, available from: Dept. of Water Resources, Bulletins & 
Reports Section, P.O. Box 942836, Sacramento, CA 
94236-0001. 

92-621428 
Wells--standards--California 
Water, Underground--California 
Water quality--California 


10466 
CALIFORNIA. DEPT. OF WATER RESOURCES. San 
Joaquin District. Historical unconfined ground water 
trends in the San Joaquin Valley [by Paul E. Romero with 
assistance from Terry L. Erlewine and others. Sacramento] 
1992. vii, 29 p. ill. 
92-621429 

Water, Underground--California--San Joaquin Valley 
Water table--California--San Joaquin Valley 


10467 


Melba P. Apante with assistance from Jay Federman. 
Sacramento] 1991. vi, 16 p. ill. 

$2.00, plus sales tax for California residents; available 
from: Dept. of Water Resources, P.O. Box 29068, 
Glendale, CA 91209-9068. 


Lakes--recreational use--California--Silverwood Lake 
Outdoor recreation--California--Silverwood Lake 


10468 

CALIFORNIA. DIVISION OF AERONAUTICS. 
California airport ground transportation directory. 5th ed. 
[Sacramento] 1991. ii, 41 p. ill. 

Cover title: California airport 1991/92 ground 
transportation directory. 

Available from: Caltrans, Division of Aeronautics, 
1130 ‘K’ Street, P.O. Box 942874, Sacramento, CA 
94274-0001. 


Access to airports--directories--California 


10469 
CALIFORNIA. DIVISION OF HIGHWAY 
MAINTENANCE. Code of safe operating practices. [Rev. 
Sacramento, 1991] vi, 153 p. 


Roads--maintenance and repair--safety measures 


10470 
CALIFORNIA. DIVISION OF MINES AND 
GEOLOGY. Mineral land classification: Portland cement 
concrete aggregate and active mines of all other mineral 
commodities in the San Luis Obispo-Santa Barbara 
luction-consumption region, by Russell V. Miller, Judy 
Wiedenheft Cole, and John P. Clinkenbeard under the 
direction of David J. Beeby, John T. Alfors, and Brian E. 
Tucker. Sacramento, 1989. ix, 37 p. ill. (Special report 162) 
issued in envelope with 60 geologic maps. 
52-2521 
Aggregates (Building materials)--California--San Luis 
aa (Building materials)--California--Santa Barbara 
un 


10471 
CALIFORNIA. DIVISION OF MINES AND 
GEOLOGY. Report of the state geologist. 83d; 1990/91. 
[By James F. Davis and staff] Sacramento. ix, 33 p. ill. 
ann 


60-2088 
Mines and mineral resources--California 


automation report. Feb. 1992. 
viii, 77, A 10 p. + 
On cover: Tax collection and benefit payments 
program, employment and employment related services 
program, administration program, Employment Training 
Panel program, Job training partnership act program. 
86-646048 


[Sacramento] 


Electronic data processing--California 
Economic development--California 
Administrative agencies--California 


1083 
| 
10472 
CALIFORNIA. EMPLOYMENT DEVELOPMENT 
DEPT. Automation Administration Division, Annual 
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10473 
_ EMPLOYMENT DEVELOPMENT 
Pr R B 
Annual report to the Legislature on the effectiveness of 
the Family economic security act program. 9th; 1990/91. 
[Sacramento] iv, 23, 11 p. ill. 
Report year ends Sept. 30. 
85-643190 
Manpower policy--California 
Occupational training--California 


Bra 
California tax credit ‘Sth; 
1990/91. [Sacramento] 5 I. 
Report year ends Sept. 30. 
87-640116 
Employment tax credit--California 
New jobs tax credit--California 


10475 
CALIFORNIA. ENVIRONMENTAL PROTECTION 
AGENCY. Adapting lampara nets to small gill net vessels: 
a report to California’s Office of Environmental 


Protection, prepared by Bruce Bramel and Mick Kronman. 
[Sacramento] 1991. 18 p. + ill. 


Fishing nets--California 


10476 
CALIFORNIA. FRANCHISE TAX BOARD. How to get 
a California tax refund to your client within 2 weeks. [Rev. 
Sacramento, n. d.] folder. ill. 


Tax refunds--California 


10477 
CALIFORNIA. GOVERNOR. Governor’s budget. 
1992/93. Submitted by Pete Wilson, Governor, State of 
California to the California Legislature, 1991-92 regular 
session. [Sacramento] various pagings. ill. annual. 


9716 
Budget--California 


10478 
CALIFORNIA. GOVERNOR. Governor’s budget 
summary. 1992/93. Submitted by Pete Wilson, Governor, 
State of California to the California Legislature, regular 
session. [Sacramento] 1, 154, 69 p. ill. annual. 


sn87-17078 
Budget--California 


10479 
CALIFORNIA. HEALTH DATA AND STATISTICS 
BRANCH. Vital statistics of California. 1989. [By Kathryn 
Riedmiller and Cynthia Schmidt. Sacramento] xxii, 290 p. 
ill. annual. 

74-636466 
Vital statistics--California 


10480 
CALIFORNIA. HEALTH DATA AND STATISTICS 
BRANCH. The year 2000 national health objectives: 
California’s experience, prepared by Sheila Dumbauld. 
Sacramento, 1991. xv, 104 p. ill. 

92-621430 
Health promotion--California 


10481 

CALIFORNIA. INTERAGENCY ECOLOGICAL 
STUDY PROGRAM FOR THE SACRAMENTO-SAN 
JOAQUIN ESTUARY. Early life stages and early life 
history of the Delta smelt, Hypomesus transpacificus, i in 
the Sacramento-San Joaquin Estuary, with comparison of 
early life stages of the longfin smelt, Spirinchus 
thaleichthys [by] Johnson C. S. Wang. [Sacramento] 1991. 
52 p. (Technical report 28) 

A cooperative study by Dept. of Water Resources and 
other State and Federal agencies. 

FS/BIO-IATR/91-28. 


Smelts--California--Sacramento-San Joaquin Estuary 


10482 

CALIFORNIA. INTERAGENCY ECOLOGICAL 
STUDY PROGRAM FOR THE SACRAMENTO-SAN 
JOAQUIN ESTUARY. Potamocorbula amurensis: 
comparison of clearance rates and assimilation efficiencies 
for phytoplankton and bacterioplankton [by] James T. 
Hollibaugh and Inge Werner. [Sacramento] 1991. x, 42 p. 
ill. (Technical report 29) 

A cooperative study by Dept. of Water Resources and 
other State and Federal agencies. 

FS/BIO-IATR/91-29. 


Phytoplankton--Suisun Bay 
Clam fisheries--Suisun Bay 


10483 
CALIFORNIA. INTERAGENCY ECOLOGICAL 
STUDY PROGRAM FOR THE SACRAMENTO-SAN 
JOAQUIN ESTUARY. Proceedings of the seventh annual 
Pacific Climate (PACLIM) Workshop [held at] Asilomar, 
California -- April 1990. Edited by Julio L. Betancourt and 
Vera L. Tharp. [Sponsored by the U.S. age Survey 
and others. Sacramento, 1991] viii, 235 p. ill. (Technical 
report 26) 
On t. p.: Climate variability of the eastern north 
Pacific and western North America. 
A cooperative study by Dept. of Water Resources and 
other State and Federal agencies. 
Free; available from: Dept. of Water Resources, P. O. 
Box 942836, Sacramento, CA 94236-0001. 
CL/PACLIM-IATR/91-26. 
92-621431 
Climate changes--congresses--North America 
Climate changes--congresses--Pacific Area 


1084 

10474 

CALIFORNIA. EMPLOYMENT DEVELOPMENT 
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10484 
CALIFORNIA. INTERAGENCY ECOLOGICAL 
STUDY PROGRAM FOR THE SACRAMENTO-SAN 
JOAQUIN ESTUARY. Proceedings of the eighth annual 
Pacific Climate (PACLIM) Workshop [held at] Asilomar, 
California -- March 10-13, 1991. Edited by Kelly T. 
Redmond. [Sponsored by the U.S. Geological Survey and 
others. Sacramento, 1992] ix, 203 p. ill. (Technical 
report 31) 

On t. p.: Climate variability of the eastern north 
Pacific and western North America. 

A cooperative study by Dept. of Water Resources and 
other State and Federal agencies. 

Free; available from: Dept. of Water Resources, P. O. 
Box 942836, Sacramento, CA 94236-0001. 

CL/PACLIM-IATR/92-31. 

92-621432 

Climate changes--congresses--North America 
Climate changes--congresses--Pacific Area 


10485 

CALIFORNIA. INTERAGENCY ECOLOGICAL 
STUDY PROGRAM FOR THE SACRAMENTO-SAN 
JOAQUIN ESTUARY. Results of a spatially intensive 
survey for Potamocorbula amurensis in the upper San 
Francisco Bay estuary [by] Zachary P. Hymanson. 
[Sacramento] 1991. v, 21 p. ill. (Technical report 30) 

A cooperative study by Dept. of Water Resources and 
other State and Federal agencies. 

ES/BIO-IATR/91-30. 


Clam fisheries--San Francisco Bay 


10486 
CALIFORNIA. LAW REVISION COMMISSION. 
Recommendation [on] relocation of powers of 
appointment statute...compensation in guardianship and 
conservatorship proceedings. Palo Alto, 1991. 91-238 p. 
Cover title. 


Law reform--California 


10487 
CALIFORNIA. LAWS, STATUTES, ETC. California laws 
for: water wells, monitoring wells, cathodic protection 
wells. [Sacramento] Division of Local Assistance, Dept. of 
Water Resources, 1991. ii, 14 p. 
Available from: Dept. of Water Resources, Bulletins 
& Reports, P.O. Box 942836, Sacramento, CA 
94236-0001. 


Wells--law and legislation--California 


10488 
CALIFORNIA. LAWS, STATUTES, ETC. California tax 
on insurers, Revenue and taxation code, Part 7 of 
Division 2; laws enacted through December 31, 1991. 
Sacramento, State Board of Equalization, 1992. 44 p. 
(State Board of Equalization. Pamphlet no. 7) 


Insurance--taxation--law and legislation--California 


10489 
CALIFORNIA. LAWS, STATUTES, ETC. Electronic and 
appliance repair dealer registration law; includes 
amendments through 1987. Sacramento, Bureau of 
Electronic and Appliance Repair, 1991. 29 p. 


Electronic apparatus and appliances--maintenance and 
repair--law and legislation--California 


10490 
CALIFORNIA. LAWS, STATUTES, ETC. Laws and 
regulations relating to the practice of respiratory care; 
includes amendments through 1990. Sacramento, 
Respiratory Care Examining Committee, 1991. 30 p. 


Respiratory intensive care--law and legislation--California 


10491 
CALIFORNIA. LAWS, STATUTES, ETC. Laws, rules, 
and regulations of the Medical Board of California 
pertaining to registered dispensing opticians, registered 
contact lens dispensers, and registered spectacle lens 
dispensers; with amendments through 1990. Sacramento, 
Medical Board of California, Division of Allied Health 
Professions, 1991. 48 p. 


Optometry--practice--law and legislation--California 


10492 
CALIFORNIA. LAWS, STATUTES, ETC. Practice under 
the California Family law act: dissolution, legal separation, 
nullity. Contributing editors: M. Dee Samuels [and] 
Frederick A. Mandabach. CEB attorney editors: Bob 
Pickus [and] Susan Ellenbogen. Berkeley, Continuing 
Education of the Bar [c1992] xiii, 993 p. 


$115.00. 
92-70751 
Domestic relations--law and legislation--California 
10493 


CALIFORNIA. LAWS, STATUTES, ETC. The Public 
employees’ medical and hospital care act. Sacramento, 
Board of Administration, Public Employees’ Retirement 
System, 1991. 58 p. 


Insurance, Government employees’ health--law and 
legislation--California 
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10494 
CALIFORNIA. LAWS, STATUTES, ETC. Public 
employees’ retirement law. 1992. [Sacramento, Public 
Employees’ Retirement System] 443 p. annual. 

Includes law changes through the 1991/92 regular 

session. 

91-660151 
Civil service--pensions--law and legislation--California 
State officials and employees--pensions--law and 
legislation--California 


10495 
CALIFORNIA. LAWS, STATUTES, ETC. State of 
California Horse racing law: Chapter 4, Division 8, 
Business and professions code and related laws, effective 
January 1, 1992. Sacramento, Horse Racing Board [1992] 
161 p. 


Horse-racing--law and legislation--California 


10496 
CALIFORNIA. LAWS, STATUTES, ETC. Underground 
storage tank maintenance fee law. [Sacramento] State 
Board of Equalization [1991] 89 p. (State Board of 
Equalization. Pamphlet no. 49) 

Cover title: California Underground storage tank 
maintenance fee law: Revenue and taxation code, Part 26 
of Division 2 and pertinent sections of the Government 
code and the Health and safety code; laws enacted through 
December 30, 1990. 


Petroleum--underground storage--law and legislation-- 
California 


10497 
CALIFORNIA. LAWS, STATUTES, ETC. Vehicle code, 
as recodified and reenacted by the...Legislature and as 
amended...and other statutes relating to the use and 
operation of motor vehicles. 1991. Sacramento, Dept. of 
Motor Vehicles. xiii, 990, A 354, B 34, C 71 p. ill. annual. 

$3.00, plus sales tax for California residents. 

18-2104 

Motor vehicles--law and legislation--California 


10498 
CALIFORNIA. LAWS, STATUTES, ETC. Work permit 
handbook for California schools: laws and regulations 
governing the employment of minors. [Rev. Sacramento, 
Dept. of Education, 1991] vi, 78 p. 

On t.p.: Excerpts from: California Business and 
regulations, California Education code, California 
Government code, California Labor code, California Penal 
code, California Vehicle code, U. S. Immigration reform 
and control act. 

$6.00, plus sales tax for California residents; available 
from: Bureau of Publications, Sales Unit, Dept. of 
Education, P.O. Box 271, Sacramento, CA 95812-0271. 


Children--employment--law and _legislation--handbooks, 
manuals, etc.--California 

Labor laws and legislation--handbooks, manuals, etc.-- 
California 


10499 
CALIFORNIA. [LEGISLATURE] 
R 


Senate. Committee on 

iew. Overview of 1992-93 budget 

bill. [Sacramento] 1992. aa-dd, ii, 481. ill. (Senate 
publication no. 624-S) 

$4.70, plus sales tax for California residents; checks 

payable to: Senate Rules Committee; available from: 

Senate Publications, 1100 J Street, B-15, Sacramento, CA 

95814. 


92-621433 
Budget--California 


10500 
CALIFORNIA. [LEGISLATURE] Senate. Committee on 
ies. Joint informational hearing [of 
the] Senate Committee on Energy and Public Utilities 
[and] Assembly Utilities and Commerce Committee; local 
telephone competition: higher residential rates for lower 
business rates? [Hearing held]...at Los Angeles, California, 
October 17, 1991. [Sacramento, 1991?] x, 248 p. (Senate 
publication no. 219-J) 
$11.00, plus sales tax for California residents; checks 
payable to: Senate Rules Committee; available from: 
Senate Publications, 1100 J Street, B-10, Sacramento, CA 
95814. 
92-621434 
Telephone--rates--California 
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10501 
CALIFORNIA. [LEGISLATURE] Senate, Committee on 
Local Government, Use-it-or-lose-it: a legislative review of 
redevelopment agencies’ housing ,;:ograms; a summary 
report from the interim hearing [held]...December 17, 1991 
[at]..Sacramento, California. Sacramento [19917] 156 p. ill. 
(Senate publication no. 612-S) 
Cover title: Redevelopment agencies’ housing 
programs; a summary report... 
$9.50, plus sales tax for California residents; checks 
payable to: Senate Rules Committee; available from: 
Senate Publications, 1100 J Street, B-10, Sacramento, CA 
95814. 
92-621435 
Housing--finance--California 


10502 
CALIFORNIA. [LEGISLA 


Senate. Office _of 
Demographics. Maps of Senate districts redistricting by the 


California Supreme Court. [Sacramento] 1992. unpaged. ill. 
(Senate publication no. 622-S) 

$5.00, plus sales tax for California residents; checks 
payable to: Senate Rules Committee; available from: 
Senate Publications, 1100 J Street, B-15, Sacramento, CA 
95814. 

92-621436 

Election districts--maps--California 


10503 
CALIFORNIA. [LEGISLATURE] Senate, Office of the 
Secretary. The California Senate. [Rev. Sacramento, 1991. 
12] p. ill. 


Legislative bodies--upper chambers--California-- 
Sacramento 


10504 
CALIFORNIA. [LEGISLATURE] Senate. Republican 
Caucus, Are we losing our competitive edge? A study of 
California’s business environment; report prepared [in 
cooperation] with other Senate Republican - staff. 
Sacramento [1992] vi, 220 p. ill. (Senate publication 
no. 623-S) 
Issued in cooperation with the Senate Select 
Committee on Business Development. 
$6.40, plus sales tax for California residents; checks 
payable to: Senate Rules Committee; available from: 
Senate Publications, 1100 J Street, B-15, Sacramento, CA 
95814. 
92-621437 
Industrial management--California 
Success in business--California 


10505 
CALIFORNIA. LEGISLATURE. Senate. Subcommittee 
on__Earthquake Insurance. Hearing on California 
Residential earthquake recovery act, Chapter 1165 of 1990 
(SB 2902 - Hill) [held] February 6, 1991 [at]...Sacramento, 
California. [Sacramento, 1991?] 62 1. (Senate publication 
no. 621-S) 

$4.75, plus sales tax for California residents; checks 

payable to: Senate Rules Committee; available from: 
Senate Publications, 1100 J Street, B-15, Sacramento, CA 
95814. 

92-621438 
Insurance, Earthquake--California 


10506 
CALIFORNIA. OFFICE OF THE STATE PUBLIC 
DEFENDER. Career opportunities. Sacramento, 1991. 
8 p. 


Public defenders--California 


10507 
CALIFORNIA. PUBLIC EMPLOYEES’ RETIREMENT 
SYSTEM. State miscellaneous 1 1/4% at 65, second-tier 
benefits. [Sacramento] 1991. 12 p. 


Civil service--pensions--California 


10508 
CALIFORNIA. PUBLIC EMPLOYEES’ RETIREMENT 
SYSTEM. State miscellaneous 2% at 60, first-tier benefits. 
[Sacramento] 1991. 9 p. 


Civil service--pensions--California 


10509 
CALIFORNIA. PUBLIC EMPLOYEES’ RETIREMENT 
SYSTEM. State peace officer, firefighter, 2% at 55. 
[Sacramento] 1991. 12 p. 


Police--pensions--California 
Fire fighters--pensions--California 
Civil service--pensions--California 


10510 

CALIFORNIA. PUBLIC EMPLOYEES’ RETIREMENT 
SYSTEM. State peace officer, firefighter, 2.5% at 55. 
[Sacramento] 1991. 12 p. 


Police--pensions--California 
Fire fighters--pensions--California 
Civil service--pensions--California 


10511 
CALIFORNIA. PUBLIC EMPLOYEES’ RETIREMENT 
SYSTEM. State safety, 2% at 55. [Sacramento] 1991. 12 p. 


Police--pensions--California 
Fire fighters--pensions--California 
Civil service--pensions--California 


- 
q 


1088 


Monthly Checklist of State Publications Vol. 83, no. 7 


10512 
CALIFORNIA. RESOURCES AGENCY. Annual report. 
1991. [Sacramento] 27 p. ill. 


Conservation of natural resources--California 


10513 

CALIFORNIA. SAN JOAQUIN RIVER 
MANAGEMENT PROGRAM ADVISORY COUNCIL. 
San Joaquin River management program: first annual 
report to the Legislature, prepared by an advisory council 
established by Assembly bill 3603, authored by 
Assemblyman Jim Costa for the Resources Agency. 
[Sacramento] 1991. v, 69 p. ill. 


Watershed management--San Joaquin River 


10514 
CALIFORNIA. SEISMIC SAFETY COMMISSION. 
Loma Prieta’s call to action: report on the Loma Prieta 
earthquake of 1989. Sacramento, 1991. iv, 96 p. 
92-621439 
Earthquakes--California 
Assistance in emergencies--California 
Emergency management--California 


10515 
CALIFORNIA. STATE BOARD OF EQUALIZATION. 
Annual report. 141st; 1989/90. [Sacramento, 
Communications Management Division] State Board of 
Equalization. iii, 77, A 50 p. ill. 

Report year ends June 30. 

10-11499 
Taxation--California 
Tax assessment--California 


10516 
CALIFORNIA. STATE BOARD OF EQUALIZATION. 
Property tax facts for policy makers. Sacramento, 1991. 
iii, 103 p. (Pamphlet no. 29) 

92-621440 
Property tax--California 


10517 
CALIFORNIA. STATE PERSONNEL BOARD. Aid to 
Families with Dependent Children seasonal hiri 
program; annual report to the Legislature. 1990/91. 
Prepared] as provided by Government code 
Section 19063. Sacramento. 3, 20 1. 

Report year ends Sept. 30. 

sf91-93185 
Welfare recipients--employment--California 
Civil service positions--California 


10518 
CALIFORNIA. STATE PERSONNEL BOARD. Report 
to the California State Legislature on State Personnel 
Board activities under the Welfare reform act of 1971. 
1990/91. [Sacramento] 6 1. annual. 

Report year ends June 30. 

sc83-1137 
Welfare recipients--employment--California 
Civil service positions--California 


10519 
CALIFORNIA. STATE WATER RESOURCES 
CONTROL BOARD. Delta water quality: a report to the 

e on trihalomethanes and the quality of drinking 

water available from the Sacramento-San Joaquin Delta. 
Prepared [in cooperation with the] Dept. of Health 
Services [and] Dept. of Water Resources, State of 
California. [Sacramento] 1991. viii, 41, 4 p. ill. 

92-621441 
Drinking water--contamination--California--Sacramento- 
San Joaquin Delta 
Water quality--California--Sacramento-San Joaquin Delta 


10520 
CALIFORNIA. STUDENT AID COMMISSION. 
Financial aid for students; workbook. 1992/93. 
[Sacramento] ii, 28 p. ill. annual. 


sn87-33262 
Student aid--California 


10521 
CALIFORNIA. STUDENT AID COMMISSION. Public 
Information Division. California Student Aid Commission: 
7 activity and program summary. [Sacramento, 1991] 8 p. 


Student aid--California 


10522 
CALIFORNIA. OF CALIFORNIA, San 
fi Publications. 
1992. [La Jolla] 29 p. ill. 
sn90-28289 
State publications--California 


10523 

CALIFORNIA. WORK INJURY AND ILLNESS 
STATISTICS SECTION. Supplementary Data System 
Unit, California work injuries and illnesses. 1990. San 
Francisco. iv, 125 p. annual. 

Issued in cooperation with the U. S. Bureau of Labor 
Statistics. 

Available from: Division of Labor Statistics and 
Research, P.O. Box 420603, San Francisco, CA 
94142-0603. 


81-640871 
Industrial accidents--statistics--California 
Occupational diseases--statistics--California 
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COLORADO 


Colorado documents which are on microfiche may be 
purchased from the State Publications Depository and 
Distribution Center, 201 East Colfax Avenue, Denver, CO 
80203. Prepayment is required, deposit accounts received. 


10524 
COLORADO. Water resources data, Colorado. 1989/90. 
[By R. C. Ugland and [others] Prepared in cooperation 
with the U. S. Geological Survey, the State of Colorado, 
and other agencies. [Lakewood] 2 v. ill. annual. (U. S. 
Geological Survey. Water-data report CO-90-1) 

Report year ends Sept. 30. 

Contents: ---v. 1. Missouri River Basin, Arkansas 
River Basin, and Rio Grande Basin. ---v. 2. Colorado 
River Basin. 

Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, VA 22161. 

USGS/WRD/HD-91-272. 

83-646762 
Stream measurements--Colorado 


_ Water quality--Colorado 


10525 
COLORADO. AGRICULTURAL EXPERIMENT 
STATION, Fort Collins, Annual report. 1991. [Fort 
Collins} 60 p. ill. 

13-4931 
Agricultural experiment stations--Colorado--Fort Collins 


10526 
COLORADO. AGRICULTURAL EXPERIMENT 
STATION, Fort Collins, Eight years of application of 
sewage sludge to dryland winter wheat [by] K. A. 
Barbarick and [others. Fort Collins] 1992. 50 p. ill. 
(Technical bulletin TB92-1) 
Issued in cooperation with the Cooperative Extension 
and Dept. of Agronomy, Colorado State University. 
sn80-3189 


Sewage sludge as fertilizer 
Wheat--fertilizers 


10527 
COLORADO. COLORADO HISTORICAL SOCIETY. 
Annual report. 1990/91. [Denver] 24 p. ill. 
Report year ends June 30. 
91-641952 
History--societies, etc.--Colorado--Denver 


10528 
COLORADO. COLORADO MOTOR VEHICLE 
DEALER LICENSING BOARD. Investigations Unit, 
Consumer tips on solving problems with motor vehicle 
purchases from dealers. [Denver, n. d. 3] p. ill. 


Automobile dealers--Colorado 
Automobiles--purchasing--Colorado 


10529 

COLORADO. COLORADO MOUNTAIN COLLEGE, 
Glenwood Springs, Colorado Mountain Junior College 
District year 1991/92 budget summary, approved by 
the Colorado Mountain Junior College Board of Trustees, 
June 17, 1991. [Glenwood Springs, 19917] 60 p. ill. 

Cover title: 1991-1992 budget adopted by Colorado 
Mountain Junior College District Board of Trustees, 
June 17, 1991. 


State universities and  colleges--finance--Colorado-- 
Glenwood Springs 


10530 
COLORADO. COLORADO NORTHWESTERN 
COMMUNITY COLLEGE, Financial statements 
——— auditors’ report. 1990/91. [Rangely] 87 p. 
anni 


Report year ends June 30. 


10531 
COLORADO. COLORADO RURAL 
REVITALIZATION PROJECT. Visions in action: 
Colorado community cases; a report of the Colorado 
Rural Revitalization Project [by Mary Jo Farrell and 
others. Fort Collins, Center for Rural Assistance, 
Colorado State University] c1992. ii, 108 p. ill. 

On t. p.: A cooperative effort among Colorado State 
University, the University of Colorado, and Colorado’s 
Dept. of Local Affairs, with funding by the W. K. Kellogg 
Foundation. 

$9.95 per copy to cover material and handling; 
available from: Center for Rural Assistance, 
135 Aylesworth Hall NW, Colorado State University, Fort 
Collins, CO 80523. 

92-621466 


Rural development--Colorado 
Community development--Colorado 


10532 
COLORADO. COLORADO SCHOOL VISION 
SCREENING INTERDISCIPLINARY TASK FORCE. 
Guidelines for school vision screening programs. 2d ed. 
[Denver] 1991. iv, 27 p. 
Printed and distributed by Dept. of Health, 
Community Nursing Section. 


Vision--testing 
School children--health and hygiene 


[Fort Collins, Publications and Creative Services, Colorado 
State University, n. d. 5] p. ill. 


Scholarships 
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of the Biochemical 
Symposium. 21st; 1991. Sponsored [in cooperation with 
the] Colorado Institute for Research in Biotechnology 
[and] Colorado Bioprocessing Center, Colorado State 
University. Kenneth F. Reardon, editor. [Fort Collins] 
224 p. ill. 


88-647535 
Biochemical engineering--congresses 


10535 
COLORADO. COLORADO STATE UNIVERSITY, Fort 


Offic: esed 
Research at Colorado ‘State ‘Unhveraiy. 1989. [By Bill | H. 
Washburn and Joan M. Zito. Fort Collins] 44 p. ill. 
annual. 


State universities and colleges--faculty--Colorado--Fort 
Collins 


10536 
COLORADO. COLORADO STUDENT LOAN 
PROGRAM. School and lender training manual. Denver, 
1992. various pagings. ill. 


Student aid--handbooks, manuals, etc.--Colorado 


10537 
COLORADO. COMMISSION OF INDIAN AFFAIRS. 
Annual report. 1991. [Co-sponsored, designed & produced 
by Center Copy Printing & Typesetting. Denver, Office of 
Lieutenant Governor] 12 p. ill. 

58-62687 
Indians of North America--Colorado 


10538 
COLORADO. COMMISSION ON HIGHER 
EDUCATION. Colorado higher education capital 
improvements program, 1992-93 through 2001-02. 
Presented to the Legislative Capital Development 
Committee. Denver, 1991. 5, I 40, II 15, III 9 p. ill. 


Universities and colleges--buildings--finance--Colorado 


10539 
COLORADO. COMMISSION ON HIGHER 
EDUCATION. FY 1992-93 capital construction priority of 
funding. Presentation to the Legislative Capital 
Development Committee. [Denver] 1991. 24, 3 p. 


Universities and colleges--buildings--finance--Colorado 
10540 

COLORADO. DEPT. OF AGRICULTURE. Annual 

report. 1990/91. [Lakewood. 10] p. 


Agriculture--Colorado 


10541 
COLORADO. DEPT. OF EDUCATION. Restructuring 
education: strategic options required for excellence; a 
guidebook for educational change and restructuring of 
schools developed for the educators and citizens 
networking in the Colorado Strategic Options Initiative, 
authored by Edward Larsh [and others] Edited by James 
Hennes [and] Jane Larsh. Conference ed. Rev. Denver, 
1990. x, 123 p. ill. 

Free to participants of Strategic Options III, IV, and 

V Conference; $8.00, others, prepaid; available from: 
Strategic Options, c/o James Hennes, 201 E. Colfax, 
Room 508, Denver, CO 80203. 

92-621467 
Education--aims and objectives--Colorado 


10542 
COLORADO. DEPT. OF HEALTH. Budget request, 
fiscal year 1992-93. [Denver] 1991. various pagings. ill. 
92-621468 
Public health administration--Colorado 
Budget--Colorado 


10543 
COLORADO. DEPT. OF LOCAL AFFAIRS. Annual 
report to the Colorado State Legislature: summary and 
status report of the Mineral Lease and Severance Tax 
Funds. 15th; 1991. [Denver] unpaged. ill. 

82-645568 
Municipal services--finance--Colorado 
Local finance--Colorado 
Public health--Colorado 


10544 
COLORADO. DEPT. OF PERSONNEL. Total 
compensation survey, State of Colorado. 1992. [Denver] 
various pagings. ill. annual. 


State officials and employees--salaries, etc.--Colorado 


10545 
COLORADO. DEPT. OF PERSONNEL. Budget request. 
1992/93. [Denver] 58 1. ill. annual. 


84-647917 
Budget--Colorado 


10546 
COLORADO. DEPT. OF TRANSPORTATION. Annual 
report. 1990/91. Denver. 77 p. ill. 
Cover title: Financial annual report. 
Report year ends June 30. 


Highway departments--finance--Colorado 
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10547 


[c1991] various pagings. ill. 


Traffic engineering 
Information storage and retrieval systems--user education 


10548 
. COLORADO. DEPT. OF TRANSPORTATION. Staff 
Materials Branch, Summary review of 1990-1991 QA/QC 
projects and development of QA/QC specifications. 
[Denver] 1992. 27 1. ill. 
At head of title: CDOT QA/QC training. 


Pavements--maintenance and repair--quality control-- 
Colorado 


10549 
COLORADO. DIVISION OF ALCOHOL AND DRUG 
ABUSE. Office of Data Analysis and Evaluation, Current 
findings on treatment effectiveness: questions and answers 
[by Linda J. Harrison. Denver, n. d.} 9 p. 


Alcoholism--treatment--Colorado 
Drug abuse--treatment--Colorado 


10550 
COLORADO. DIVISION OF GAMING. What are the 
facts? Limited gaming information booklet. [Denver, 
19919] 24 1. ill. 


Gambling--Colorado 


10551 
COLORADO. DIVISION OF HEALTH FACILITIES 
[REGULATION] Directory of Colorado health facilities. 
Rev. [Denver] 1992. 2 v. 

Contents: ---v. 1. Health care facilities, community 
mental health centers, organized health departments, home 
health agencies. ---v. 2. Residential care facilities, parent 
organizations, personal care boarding homes, home health 
agencies. 

$4.00, $7.00, first class mail, Directory I; $5.00, $8.00, 
first class mail, Directory II. 


Health facilities--directories--Colorado 


10552 
COLORADO. DIVISION OF PARKS AND OUTDOOR 
RECREATION. Colorado State parks: Barr Lake. 
[Denver, n. d.] folder. ill. 


Parks--Colorado 


10553 


COLORADO. DIVISION OF PARKS AND OUTDOOR 
RECREATION. Colorado State parks: Trinidad Lake. 
[Denver, n. d.] folder. ill. 


Parks--Colorado 


10554 
COLORADO. DIVISION OF PROPERTY TAXATION. 
Mobile equipment manual, issued pursuant to 
42-3-106 (19), C.R.S. [1992 ed. Denver] 1992. various 

ings. ill. (PUB. AH-538-70-92) 

Cover title: State of Colorado mobile equipment 
manual. 

$10.00. 


Taxation of personal property--handbooks, manuals, etc.-- 
Colorado 


10555 
COLORADO. DIVISION OF REAL ESTATE. Colorado 
real estate escrow requirements. [Denver] 1992. 32 p. 


Escrows--Colorado 


10556 

COLORADO. DIVISION OF TRANSPORTATION 
PLANNING. Evaluation of Swareflex wildlife 
—— final report [by] Dave Woodham. Denver, 1991. 
ii, 6 1. ill. 

Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, VA 22161. 

Report no. CDOT-DTD-91-11. 


Traffic signs and signals 
Traffic safety and wildlife 


10557 

COLORADO. DIVISION OF TRANSPORTATION 
PLANNING. Ice-detection system evaluation; final report 
[by] Dave Woodham. Prepared in cooperation with the 
Federal Highway Administration. [Denver] 1991. 
iii, 21, A 2,B 5, C31. ill. 

Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, VA 22161. 
Report no. CDOT-DTD-91-10. 


Roads--snow and ice control--Colorado 
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10558 

COLORADO. DIVISION OF TRANSPORTATION 
PLANNING. Polyethylene pipes for use as highway 
culverts; final report [by] Thomas R. Hunt. Prepared in 
cooperation with the Federal Highway Administration. 
Denver, 1991. v, 43 1. ill. 

Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, VA 22161. 

Report no. CDOT-DTD-91-9. 


Pipe, Plastic 
Culverts 


10559 

COLORADO. DIVISION OF TRANSPORTATION 
PLANNING. Use of fly ash in structural concrete; final 
report [by] Dave Woodham. Prepared in cooperation with 
the Federal Highway Administration. Denver, 1991. 
i, 5, A 3, B3 p. ill. 

Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, VA 22161. 

Report no. CDOT-DTD-91-8. 


Fly ash 
Concrete--composition 


10560 
COLORADO. DIVISION OF WILDLIFE. 1992 fish 
planting schedule. [Denver, 1992] 64 1. 


Fish stocking--Colorado 


10561 
COLORADO. DIVISION OF WILDLIFE. Hunting, 
fishing, and wildlife regulations and policies: how you can 
be part of the process. Denver, 1992. folder. ill. 


Hunting--Colorado 
Fishing--Colorado 


10562 
COLORADO. GOVERNOR. Governor’s budget plan. 
1991/92. Prepared by Office of State Planning and 
Budgeting. Denver. 2, 131 p. ill. annual. 

sc85-4510 
Budget--Colorado 


10563 
COLORADO. GOVERNOR. State of the State [by] 
Governor Roy Romer, January 9, 1992. [Denver, 1992] 
18 p. 


State governments--addresses, essays, lectures--Colorado 


10564 
COLORADO. LAWS, STATUTES, ETC. Colorado 
boating statutes & regulations. [Littleton, Registration 
Unit, Division of Parks and Outdoor Recreation, n. d.] 
38 p. 


Boats and boating--law and legislation--Colorado 


10565 
COLORADO. LAWS, STATUTES, ETC. Colorado Real 
estate subdivision act. Denver, Division of Real Estate, 
1992. 33 p. 


Land subdivision--law and legislation--Colorado 


10566 
COLORADO. LAWS, STATUTES, ETC. Colorado 
revised statutes; pre-publication tabulations of laws passed 
by the fifty-eighth General Assembly at its first regular 
session in 1991, compiled by Charles W. Pike, revisor of 
statutes and the Office of Legislative Legal Services under 
the supervision and direction of the Committee on Legal 
Services. Denver, Bradford Pub. Co. [c1991] 111 p. 

On cover: "Red book 1991." 

75-308039 
Statutes--Colorado 
Law--Colorado 


10567 
COLORADO. LAWS, STATUTES, ETC. Colorado 
revised statutes special supplement: amendments to 
Colorado revised statutes adopted at the second 
extraordinary session, September 10 through November 8, 
1991, prepared by Charles W. Pike, revisor of statutes and 
the Office of Legislative Legal Services under the 
supervision and direction of the Committee on Legal 
Services. Denver, Bradford Pub. Co. [c1991] viii, 72 p. 
75-308039 
Statutes--Colorado 
Law--Colorado 


10568 
COLORADO. LEGISLATIVE AUDIT COMMITTEE. 
Colorado School of Mines financial and compliance 
Federally-funded assistance programs, State-funded 
student assistance programs, NCAA audit, and housing 
system revenue bonds, June 30, 1991. [Denver, Ashby 
Jackson, Inc., 1991] 72 p. 


Legislative auditing--Colorado 


10569 
COLORADO. LEGISLATIVE AUDIT COMMITTEE. 
Financial statements: KTSC/TV, a public television station 
operated by the University of Southern Colorado, years 
ended June 30, 1991 and 1990 with report of independent 
auditors. [Denver] Ernst & Young [1991. 12] 1. 


Legislative auditing--Colorado 
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10570 
COLORADO. LEGISLATIVE AUDIT COMMITTEE. 
State of Colorado Legislative Department financial 
statements and reports on internal control, compliance and 
comments and recommendations, June 30, 1991 and 1990. 
[Denver, Clifton, Gunderson & Co., 1991] 50 1. 


Legislative auditing--Colorado 


10571 
COLORADO. LEGISLATIVE AUDIT COMMITTEE. 
State of Colorado, University of Northern Colorado 
financial report, year ended June 30, 1991. [Greeley] 
Anderson & Whitney [1991] 67 p. 


Legislative auditing--Colorado 


10572 
COLORADO. LEGISLATIVE COUNCIL. Colorado 
congressional redistricting, compromise Y, March 11, 1992. 
Denver [1992] map on leaf. ill. 


Election districts--maps--Colorado 


10573 
COLORADO. LEGISLATIVE COUNCIL. Focus 
Colorado: economic & revenue forecast, 1992-1993 [by 
Nancy J. McCallin and Michael R. Mauer. Denver] 1992. 
43 p. ill. (Colorado Legislative Council staff report) 
92-621469 
Economic forecasting--Colorado 
Tax revenue estimating--Colorado 


10574 
COLORADO. OFFICE OF REGULATORY REFORM. 
Annual report. 10th; 1990/91. [Denver] 11 p. 
Report year ends June 30. 


Business enterprises--Colorado 
Trade regulation--Colorado 


10575 
COLORADO. OFFICE OF STATE AUDITOR. 
Colorado Lottery financial audit, fiscal year ended June 30, 
1991. [Denver, 1991] 39 p. 
At head of title: Report of the state auditor. 
92-621470 
Auditing--Colorado 
Lotteries--Colorado 


10576 
COLORADO. OFFICE OF STATE AUDITOR. 
Colorado State motor vehicle fleet follow-up audit, 
February 1992. [Denver, 1992] 29, A 4, B 1 p. 
At head of title: Report of the state auditor. 


Auditing--Colorado 
Government vehicles--Colorado 


10577 
COLORADO. OFFICE OF STATE AUDITOR. 
Colorado State University, KCSU-FM Radio Station 
financial audit, year ended June 30, 1991. [Denver, 1991] 


19 p. 
At head of title: Report of the state auditor. 
Auditing--Colorado 


10578 
COLORADO. OFFICE OF STATE AUDITOR. 
Department of Education pupil membership count process 
performance audit, February 1992. [Denver, 1992] 
36, A1,B1p. ill. 
At head of title: Report of the state auditor. 


Auditing--Colorado 
Education--finance--Colorado 


10579 
COLORADO. OFFICE OF THE STATE ENGINEER. 
Water levels in the bedrock aquifers of the Denver basin, 
Colorado, 1991, by John C. Romero and Howard C. 
Bainbridge. [Denver, 1991?] various pagings. ill. 


Water table--Colorado- 
Water, Underground--Colorado 
Aquifers--Colorado 


10580 
COLORADO. OFFICE OF TRANSPORTATION 
SAFETY. State of Colorado highway safety plan, fiscal 
year 1992: October 1, 1991-September 30, 1992. Prepared 
for the U.S. National Highway Traffic Safety 
Administration and Federal Highway Administration. 
[Denver, 1991] 204 p. 
Cover title: Highway safety plan, fiscal year 1992. 


Traffic safety--planning--Colorado 


10581 
COLORADO. PUEBLO COMMUNITY COLLEGE. 
Annual report. 1990/91. [Pueblo, PCC Marketing Dept.] 
12 p. ill. 
Report year ends June 30. 


Community colleges--Colorado--Pueblo 


10582 
COLORADO. PUEBLO COMMUNITY COLLEGE. 
Budget formats for the fiscal year 1992-93 for funds to 
support the programs of Pueblo Community College. 
[Pueblo, n. d.] 24 1. 


Community colleges--finance--Colorado--Pueblo 
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10583 
COLORADO. REAL ESTATE COMMISSION. Colorado 
real estate licensure and examination information. 
[Denver] 1992. 18 p. 


Real estate agents--licenses--handbooks, manuals, etc.-- 
Colorado 


10584 
COLORADO. STATE COLLEGES IN COLORADO. 
Annual report. 1990/91. [Denver] 16 p. ill. 
At head of title: Excellence in teaching and learning. 


State universities and colleges--Colorado 
Education, Higher--Colorado 


10585 
COLORADO. STATE PATROL. Aircraft operations 
manual. Rev. [Denver] 1991. vi, 32 1. 


Cover title: Colorado State Patrol aircraft operations 
manual. 


Government aircraft--handbooks, manuals, etc.--Colorado 


10586 
COLORADO. TAXPAYER SERVICE DIVISION. 
Colorado pension exclusion for tax years beginning on or 
after Jan. 1, 1989. Denver [n. d.] 11. (FYI - for your 
information) 


Retirement income--Colorado 


10587 
COLORADO. TAXPAYER SERVICE DIVISION. 
Computer form specifications: DR 1094 income 


withholding tax form. Denver [n. d.] 2 p. (FYI - for your 
information) 


Withholding tax--forms 


10588 
COLORADO. TAXPAYER SERVICE DIVISION. Flea 
markets. Denver (n. d.] 3 p. (FYI - for your information) 


Sales tax--Colorado 
Flea markets--Colorado 


10589 
COLORADO. TAXPAYER SERVICE DIVISION. Sales 
tax exemptions on seeds, plants, and trees. Denver [n. d. 
1] 1. (FYI - for your information) 


Sales tax--Colorado 
Taxation, Exemption from--Colorado 


10590 
COLORADO. TAXPAYER SERVICE DIVISION. Short 


term rental tax. Denver [n.d] 11. (FYI - for your 
information) 


Property tax--Colorado 


10591 
COLORADO. TOURISM BOARD. 1991/92 marketing 
communications plan & budget; approved and adopted 
July 11, 1991. Denver, 1991. iii, 37 p. 


Tourist trade--marketing--Colorado 


10592 
COLORADO. UNIVERSITY OF COLORADO, Boulder, 
Supplement, University of Colorado financial report. 
1989/90. [Boulder] various pagings. annual. 
Report year ends June 30. 


10593 

COLORADO. UNIVERSITY OF COLORADO, Boulder, 
University of Colorado annual report. 1989/90-1990/91. 
[By Don Cannalte. Prepared in cooperation with the 
Office of the President, University of Colorado and by 
Publications Service, University of Colorado at Boulder. 
Boulder] 32 p. ill. 

At head of title: Shaped by the past, guiding the 
future. 

Combined report. 

Report year ends June 30. 


State universities and colleges--Colorado--Boulder 


10594 
COLORADO. UNIVERSITY OF COLORADO, Boulder, 
University of Colorado revenue bond funds financial 
report. 1990/91. [Boulder] 47 p. annual. 
Report year ends June 30. 


10595 
COLORADO. UNIVERSITY OF COLORADO, Boulder. 
Business Research Division. Directory of Colorado 
manufacturers. 26th; 1992. Boulder. xvi, 433 p. ill. 
$75.00. 
48-45467 
Manufactures--directories--Colorado 


1094 
i: 
| 
State universities and colleges--finance--Colorado--Boulder 
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10596 
COLORADO. UNIVERSITY OF COLORADO, Boulder. 
Business Research Division. Economic analysis of North 
American ski areas. 23d; 1990/91. By C. R. Goeldner and 
[others] Boulder. x, 159 p. ill. annual. 
Issued in cooperation with the United Ski Industries 
Association. 
$100.00. 
76-622253 
Skis and skiing--economic aspects--North America 
Winter sports--economic aspects--North America 


10597 


floodplains; a review of floodplain management in the 
United States: an assessment report [by the] National 
Review Committee. [Boulder] 1992. vi, 15 p. (Special 
publication 25) 

92-621471 
Floodplain management--United States 


10598 
UNIVERSITY OF Boulder. 
Haz: Rese and A 


Flood i insurance relief i in the U. S. a Britain 
[by] John W. Handmer. [Boulder] 1990. v, 32 p. (Working 
paper #68) 
$4.50, domestic; outside North America, add $1.00. 
92-621472 
Insurance, Flood--United States 
Insurance, Flood--Great Britain 
Disaster relief--United States 
Disaster relief--Great Britain 


10599 
COLORADO. OF COLORADO, Boulder, 
lice Info 


Center, Hurricane Hugo’s pen on the Virgin Islands, by 
Cora L. E. Christian. [Boulder] 1992. vi, 72 p. ill. (Working 
paper #73) 
$4.50, domestic; outside North America, add $1.00. 
92-621473 
Hurricanes--Virgin Islands 
Natural disasters--Virgin Islands 


10600 
COLORADO. UNIVERSITY OF NORTHERN 
COLORADO, Greeley. 1991-92 operating budget 
approved by the Board of Trustees, April 8, 1991--auxiliary 
— May 13, 1991--State and other. Greeley [19917] 
Cover title: University of Northern Colorado operating 
budget, fiscal year 1991-92, July 1, 1991. 


Budget--Colorado 
State universities and colleges--finance--Colorado--Greeley 


10601 
COLORADO. WATER RESOURCES AND POWER 
DEVELOPMENT AUTHORITY. Annual report. 
1990/91. [Denver] various pagings. 
Report year ends June 30. 
85-644077 
Water resources development--Colorado 
Energy policy--Colorado 


CONNECTICUT 


10602 
CONNECTICUT. AUDITORS OF PUBLIC 
ACCOUNTS. Report on Joint Committee on Legislative 
Management for the fiscal years ended June 30, 1990 and 
1991. [Hartford, 1992] 27 p. + 


Auditing--Connecticut 


10603 
CONNECTICUT. BUREAU OF STATE FIRE 
MARSHAL. Fire in Connecticut; annual fire incident 
report. 1990. [Meriden] 67 p. ill. 

89-644336 
Fire--statistics--Connecticut 


10604 
CONNECTICUT. COMMISSION ON VICTIM 
SERVICES. Annual report to the Legislature. 13th; 
1990/91. Wethersfield. 31 p. ill. 
Cover title: Annual legislative report. 
Report year ends June 30. 
88-652294 
Reparation--Connecticut 
Victims of crimes--Connecticut 


10605 
CONNECTICUT. DEPT. OF ECONOMIC 
DEVELOPMENT. R 
Connecticut town profiles: economic and demographic 
outlines of Connecticut’s 169 communities. Rocky Hill, 
1992. unpaged. ill. 

92-621476 
Economic history--Connecticut 
Cities and towns--Connecticut 


10606 
CONNECTICUT. DEPT. OF MOTOR VEHICLES. 
Motorcycle operator manual [by Motorcycle Safety 
Foundation. Wethersfield, n. d.] ii, 49 p. ill. 


Motorcycling--handbooks, manuals, etc.--Connecticut 


10607 
CONNECTICUT. [DIVISION OF] ENVIRONMENTAL 
QUALITY. Air Compliance Unit, State of Connecticut 
annual air quality summary. 1989. [Hartford] vii, 163 p. ill. 
Cover title: Connecticut annual air quality summary. 
T1-646888 
Air quality--Connecticut 
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10608 
CONNECTICUT. GENERAL ASSEMBLY. Legislative 
record index. Nov. 15, 1991 special session; addendum. 
[Hartford] 2, 1, 17 1. 
On cover: Bill and resolution history, subject index. 
50-63068 


Legislation--Connecticut 


10609 

CONNECTICUT. GREATER BRIDGEPORT 
REGIONAL ECONOMIC DEVELOPMENT 
COMMISSION. Progress report [prepared as] required by 
Special Act 91-38. Sebedited ts to the Connecticut General 
Assembly. [Hartford] 1992. 21 p. + ill. 

Commission established by Special Act 91-30 of the 
General Assembly, May 17, 1991. 


Economic development--Connecticut 
Regional planning--Connecticut 


10610 
CONNECTICUT. JUDICIAL BRANCH. Directory of 
legal services providers; effective February 19, 1992 
(replaces version effective August 30, 1991). [Hartford, 
1992] 433 p. 

92-621477 
Lawyers--directories--Connecticut 
Law firms--directories--Connecticut 
Legal services--directories--Connecticut 


10611 
CONNECTICUT. JUDICIAL BRANCH. Office of 
Judicial sanctions: a three-year 


Alternative Sanctions. 
strategic plan, 1991 - 1993 by] Parisky & Daniels. 
[Hartford] 1991. various pagings. ill 
92-621478 
Prison sentences--Connecticut 
Sentences (Criminal procedure)--Connecticut 


10612 
CONNECTICUT. [SECRETARY OF THE STATE] 
1981 [i. e. 1991] State congressional district boundaries, 
MCD boundaries, 1981 [i. e. 1991] congressional districts. 
[Hartford] Senate Republican Office [1992] col. map on 
sheet 29 x 44 cm. 


Election districts--maps--Connecticut 


10613 
CONNECTICUT. [SECRETARY OF THE STATE] 1991 
Senate CB2, MCD boundaries, 1991 Senate 
reapportionment plan. [Hartford] Reapportionment 
Committee [1991] col. map on sheet 29 x 44 cm. 


Election districts--maps--Connecticut 


10614 
CONNECTICUT. ‘ARY OF THE STATE] The 
final plan 1991: district boundaries, MCD boundaries, 1991 
redistricting plan, Connecticut House of Representatives. 
Washington, D. C., Election Data Services, Inc. [1992] col. 
map on sheet 29 x 44 cm. 


Election districts--maps--Connecticut 


10615 
CONNECTICUT. UNIVERSITY OF CONNECTICUT, 
Storrs. Financial report. 1988/89. [Storrs] 16 p. ill. annual. 
Report year ends June 30. 
51-62343 
State universities and colleges--finance--Connecticut-- 
Storrs 


DELAWARE 


10616 
DELAWARE. OFFICE OF THE BUDGET. State 
Clearinghouse. Report of funds granted to Delaware 
during State fiscal year and by Federal program (CFDA 
number). 1990/91. [Dover] 109 1. annual. 

82-646944 


Grants-in-aid--Delaware 


DISTRICT OF COLUMBIA 


10617 
DISTRICT OF COLUMBIA. BOARD OF ELECTIONS 
AND ETHICS. Election wards and voting precincts, 
approved January 1992. Alexandria, VA, ADC of 
Alexandria, Inc. [1992] col. map on sheet 98 x 98 cm. 


Election districts--maps--District of Columbia 


FLORIDA 


10618 
FLORIDA. AGRICULTURAL STATISTICS SERVICE. 
Florida agricultural statistics: field crops summary. 1990. 
Orlando. 19 p. ill. annual. 

71-633250 
Field crops--statistics--Florida 


10619 
FLORIDA. AGRICULTURAL STATISTICS SERVICE. 
Florida agricultural statistics: poultry summary. 1990. 
Orlando. 32 p. ill. annual. 

76-645669 
Egg trade--statistics--Florida 
Poultry industry--statistics--Florida 


Me 
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10620 
FLORIDA. BLUEBELT COMMISSION. The Bluebelt 
Commission: final report. Submitted to the Florida 
Legislature. [Tallahassee] 1991. 2 v. 
Commission created by the 1989 Legislature 
(Chapter 89-356, Section 58, laws of Florida). 
Vol. 2 has a distinctive title: Appendices. 
Vol. 2 is ill. 
92-621479 
Property tax--Florida 
Tax assessment--Florida 


10621 
FLORIDA. BUREAU OF ADULT AND COMMUNITY 
EDUCATION. Workforce education programs in Florida: 
an investment in Florida’s future, 1990. [Tallahassee, n. d.] 
vii, 104 p. ill. 


Vocational education--Florida 
Labor supply--effect of education on--Florida 


10622 
FLORIDA. BUREAU OF EDUCATION FOR 
EXCEPTIONAL STUDENTS. Transition services for 
students with disabilities in the 1990s. [Tallahassee] 1991. 
8 p. (Technical assistance paper, no. FY 1991-4) 


Handicapped children--education--Florida 
Special education--Florida 


10623 
FLORIDA. BUREAU OF FISHERIES 
MANAGEMENT. Annual progress report, south region 
fisheries management. 1988/89. [Tallahassee] 
1 18, II 18, III 36 p. ill. annual. 

Report year ends June 30. 

91-642571 
Fish populations--Florida 
Fishery management--Florida 


10624 
FLORIDA. BUREAU OF FISHERIES RESEARCH. 
Annual progress report for sportfish enhancement; 
Lakeland, Florida, study VI, Tenoroc Reserve Fish 
Management Area, management by regulation. 1988/89. 
[Tallahassee] 15 p. ill. 


Fishing--Florida 


89-649715 


10625 

FLORIDA. BUREAU OF FISHERIES RESEARCH. 
St. Johns River fishery resources; study II: biological 
effects of water fluctuation in the upper reach of the St. 
Johns River...study VII: striped bass and striped bass 
hybrid investigations. [Prepared] as required by Federal 
aid in sport fish restoration, Dingell-Johnson project F-33. 
[Tallahassee, n. d.] various pagings. ill. 


Fisheries--research--St. Johns River 


10626 

FLORIDA. BUREAU OF FISHERIES RESEARCH. 
St. Johns River fishery resources; study IV: creel census 
studies of the lower St. Johns River...study XI: top level 
predator sport fish investigations on the lower St. Johns 
River. [Prepared] as required by Federal aid in sport fish 
restoration, Wallop-Breaux project F-33. [Tallahassee, 
n. d.] various pagings. ill. 


Fisheries--research--St. Johns River 


10627 
FLORIDA. BUREAU OF FISHERIES RESEARCH. 
State of Florida Game and Fresh Water Fish Commission 
1984-1989 final report, sportfish enhancement project. 
Study VI. Tenoroc Reserve Fish Management Area, 
management by regulation study. [Tallahassee, n. d.] 
ii, 63 p. ill. 


Fishery management--Florida 


10628 
FLORIDA. BUREAU OF FISHERIES RESEARCH. 
State of Florida Game and Fresh Water Commission 
1985-1990 completion report [prepared] as required by 
Federal aid in sport fish restoration, Wallop-Breaux 
project F-39-R, Apalachicola River watershed 
investigations. Study I. General fisheries and aquatic 
habitat survey. Study II. Fisheries survey [by] Michael J. 
Hill, Eric A. Long [and] Robert W. Rousseau. 
[Tallahassee, n. d.] vi, 74 p. ill. 


Fishing surveys--Apalachicola River 


10629 

FLORIDA. BUREAU OF FISHERIES RESEARCH. 
State of Florida Game and Fresh Water Fish Commission 
1987-1989 completion report [prepared] as required by 
Federal aid in fish restoration, Wallop-Breaux 
project F-55-R, lower Oklawaha Basin _ fisheries 
investigations. Study I. Fisheries studies of Rodman 
Reservoir (Lake Ocklawaha) and the Oklawaha River [by] 
James R. Estes, William A. Sheaffer [and] Edward P. Hall. 
[Tallahassee, n. d.] 50 1. ill. 


Fisheries--research--Florida--Rodman Reservoir 


10630 
FLORIDA. BUREAU OF FISHERIES RESEARCH. 
State of Florida Game and Fresh Water Fish Commission 
1987-90 completion report [prepared] as required by 
Federal aid in sport fish restoration, Wallop-Breaux 
project F-24, largemouth hass investigations. Study XIV. 
Age and growth of trophy largemouth bass in Florida. 
[Tallahassee, n. d.] iii, 29 p. ill. 


Largemouth bass--Florida 
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10631 
FLORIDA. BUREAU OF FISHERIES RESEARCH. 
State of Florida Game and Fresh Water Fish Commission 
1987-90 completion report [prepared] as required by 
Federal aid in sport fish restoration, Wallop-Breaux 
project F-37-8, recreational sportfisheries investigations. 
Study IV. Ochlockonee River studies. Study V. Lake 
Talquin studies. Study VI. Lake Jackson studies [by] 
Richard L. Cailteux. [Tallahassee, n. d.] vii, 87, 64, 24 p. ill. 


Fisheries--research--Florida 


10632 
FLORIDA. DEPT. OF BANKING AND FINANCE. 
State of Florida local government financial report. 
1988/89. [Tallahassee] 392 p. ill. annual. 
Report year ends Sept. 30. 
T1-649083 
Local finance--Florida 


10633 
FLORIDA. DEPT. OF EDUCATION. Educational plant 
survey, St. Johns River Community College, 
November 25-27, 1991. Tallahassee [19917] viii, 67 p. ill. 


Educational surveys--Florida--Palatka 


10634 

FLORIDA. DEPT. OF ENVIRONMENTAL 
REGULATION. Preliminary report on the hydrogeology 
of Lake Five-O and vicinity, Bay County, Florida, by 
William J. Andrews, James P. Oliveros, and Jerilyn J. 
Collins. Prepared in cooperation with the U. S. Geological 
Survey and U.S. Environmental Protection Agency. 
[Tallahassee] 1990. col. maps on sheet 61 x 82 cm. (U. S. 
Geological Survey. Water-resources investigations 
report 90-4148) 

Available by purchase from: U. S. Geological Survey, 
Books and Open-File Reports, Federal Center, Box 25425, 
Denver, CO 80225. 

86-643266 
Hydrogeology--Florida--Lake Five-O 


10635 
FLORIDA. DIVISION OF CRIMINAL JUSTICE 
INFORMATION SYSTEMS. Uniform crime reports; 
crime in Florida, annual report. 1990. [Tallahassee. 3] p. 
89-642461 
Criminal statistics--Florida 


10636 
DEVELO 


new business guide a choca; 1991/92, Tallahassee 
[n. d.] 56 p. 


New business enterprises--Florida 


10637 
FLORIDA. OF ECONOMIC 


Economic development services: a guide to Goines a 
economic development programs in Florida. 2d ed. [Rev. 
Tallahassee, 1991] 36 p. 

92-621480 
Economic development--information _services--directories- 
-Florida 


10638 
FLORIDA. DIVISION OF VOCATIONAL, ADULT, 
AND COMMUNITY EDUCATION. An employer's guide 
to education in the workplace: facts, programs & 
resources. [Tallahassee, n. d. 16] p. ill. 


Occupational retraining--Florida 


10639 
FLORIDA. DIVISION OF VOCATIONAL, ADULT, 
AND Bureau _of 


courses standards, vocational education instructional 
support services. [Tallahassee] 1991. iii, 12 p. 


Vocational education--standards--Florida 
Handicapped children--vocational education--Florida 


10640 
FLORIDA. EUSTIS FISHERIES RESEARCH 
LABORATORY. Fish management report; Central, 
Northwest, and Northeast Regions. 1989. Submitted by 
Clayton L. Phillippy [and] Lowell L. Trent. Eustis. 
xi, 95 p. + ill. annual. 

90-656551 
Fishery management--Florida 


10641 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. 1991-92 hunting handbook regulations 
summary. [Lebanon, OR, Blackford Co., n. d.] 16 p. ill. 
On cover: Wildlife management area regulations are 
not covered in this handbook. 


Hunting--handbooks, manuals, etc.--Florida 


10642 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Annual performance report, Apalachicola 
River study. 1988/89. [By] Lothian A. Ager [and others. 
Tallahassee] iii, 17 p. ill. 
Report year ends June 30. 


Fisheries--research--Apalachicola River 
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10643 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Aquatic plant management report. 1989. 
Submitted by D. David Eggeman [and others. Tallahassee] 
68 p. + ill. annual. 
At head of title: South/Everglades Regions. 
sn88-35025 


Freshwater flora--Florida 


10644 


. FLORIDA. GAME AND FRESH WATER FISH 


Attention hunters. [Tallahassee, n. d. 1] 1. 


Hunting--Florida 


10645 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Commercial aquaculture annual report. 
1987/88. Submitted by Richard Stout, Thomas Drda [and] 
Joyce Ellerbe. [Tallahassee] 50 p. + ill. 
Report year ends June 30. 


Aquaculture--Florida 


10646 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Florida freshwater sport fishing guide & 
regulations summary. 1991/92. [Tallahassee] 16 p. ill. 
annual. 


Fishing--Florida 


10647 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Florida Game and Fresh Water Fish 
Commission public boat ramps. [Tallahassee, n. d.] 
unpaged. ill. 


Boats and boating--Florida 


10648 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Gopher Tortoise Relocation Symposium 
proceedings [held 27 June 1987 at the University of 
Florida, Gainesville] Edited by Joan E. Diemer [and 
others] Sponsored by State of Florida Game and Fresh 
Water Fish Commission, the Gopher Tortoise Council 
[and] Florida State Museum, University of Florida. 
[Tallahassee] 1989. v, 109 p. ill. ({[Nongame Wildlife 
Program] Nongame Wildlife Program technical report #5) 
92-621481 
Gopher tortoise--congresses 
Gopher Tortoise Relocation Symposium (Florida) 


10649 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Interested in wildlife conservation, 
improving your outdoor skills, or developing a lifetime 
sport? Hunter education is for everyone? [Rev.] 
Tallahassee [1990] folder. ill. 


Hunting--Florida 


10650 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. The Key deer; species: Key deer 
(Qdocoileus virginianus clavium), Florida and Federal 
status: endangered. [Tallahassee, n. d. 1] 1. ill. 
A reprint. 


White-tailed deer--Florida 
Endangered species--Florida 


10651 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Kissimmee chain of lakes studies annual 
progress report. 1989/90. [Tallahassee] various pagings. ill. 

Report year ends June 30. 

90-643067 
Fish populations--Florida 
Fisheries--Florida 
Lakes--Florida 


10652 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Lake Okeechobee-Kissimmee River- 
Everglades resource evaluation project: 1989-90 Wallop- 
Breaux performance report, submitted by Steven J. Miller 
[and others. Tallahassee, n. d.] 47 p. 


Fishery management--Florida 


10653 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Lake Okeechobee - Kissimmee River 
project: 1988-89 Lake Okeechobee fishery investigations, 
submitted by Donald D. Fox and [others. Tallahassee, 
n. d.} 107 p. ill. 


Fishery management--Lake Okeechobee 


10654 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Lake Okeechobee - Kissimmee River 
project: 1989-90 Lake Okeechobee fishery investigations, 
submitted by Donald D. Fox and [others. Tallahassee, 
n. d.] 93 p. ill. 


Fishery management--Lake Okeechobee 
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10655 

FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Lower St. Johns River project F-33-13, 
Federal Wallop-Breaux performance report for: Study IV. 
Creel census studies of the lower St. Johns River. Study X. 

igation of black crappie year class fluctuations on the 
lower St. Johns River. Study XI. Top level predator sport 
fish investigation on the lower St. Johns River. 1988/89. 
Submitted by Lawson E. Snyder [and others. Tallahassee] 
8, 10, 12 1. ill. annual. 

Report year ends June 30. 


Fishery management--St. Johns River 


10656 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Official lists of endangered and 
potentially endangered fauna and flora in Florida, 
compiled by Don A. Wood. [Tallahassee] 1989. 19 p. 
92-621489 
Endangered species--Florida 


10657 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Wildlife management area[s] 1990-91 
regulations summary and area map. [Tallahassee, n. d.] 
folders. ill. 
Each folder covers a separate area. 


Wildlife management areas--Florida 
Hunting--Florida 


10658 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Central Region. Fish ment annual 
progress report. 1988/89. [By] Samuel P. McKinney [and 
others] Ocala. various pagings. ill. 

Report year ends June 30. 

87-643895 
Fishery management--Florida 
Fisheries--Florida 


10659 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Nongame Wildlife Section. Florida 
nongame wildlife program grants. Tallahassee, 1988. 16 p. 


Grants-in-aid--Florida 
Wildlife management--Florida 


10660 
FLORIDA. GAME AND FRESH WATER FISH 
COMMISSION. Northeast Florida _Region. Fish 
management report. 1989/90. Lake City. 
vii, 48, 51, 21, 30 p. ill. annual. 
Report year ends June 30. 
87-655512 
Fishery management--Florida 
Freshwater fishes--Florida 
Fishes--Florida 


10661 
FLORIDA. GOVERNOR. Florida consensus estimating 
conference. Book 4. State of Florida State and local 
revenue forecast. Vol. 7; Spring 1991. [Tallahassee] 
ii, 131 p. annual. 

Issued in cooperation with the Senate and House of 

Representatives. 

sn90-19202 


Tax revenue estimating--Florida 


10662 

FLORIDA. HEALTH CARE COST CONTAINMENT 
BOARD. Guide to nursing home charges in Florida as of 
September 1, 1990 in the counties of... [Tallahassee, n. d.] 
pieces. 

Issued in cooperation with various health councils in 
Florida. 

Each piece covers a county or group of counties. 


Nursing homes--rates--Florida 


10663 
FLORIDA. HIGH TECHNOLOGY AND INDUSTRY 
COUNCIL. Florida SDB directory: a directory of 
minority-owned manufacturers. 1991. Tallahassee, Florida 
High Technology and Industry Council, Inc., Executive 
Office of the Governor. iv, 52 p. ill. annual. 

Cover title: SDB directory: small disadvantaged 

business directory. 

sn92-3808 
Minority business enterprises--directories--Florida 
High technology industries--directories--Florida 


10664 

FLORIDA. SOUTH FLORIDA WATER 
MANAGEMENT DISTRICT. A method to estimate canal - 
leakage to the Biscayne aquifer, Dade County, Florida, by 
David A. Chin. Prepared in cooperation with the U. S. 
Geological Survey and Metro-Dade Environmental 
Resources Management. Tallahassee, 1990. V, 32 p. ill. 
(U. S. Geological Survey. Water-resources investigations 
report 90-4135) 

Available by purchase from: U. S. Geological Survey, 
Books and Open-File Reports, Federal Center, 
Building 810, Box 25425, Denver, CO 80225. 

86-643266 
Canals--Florida--Dade County 
Seepage--Florida--Dade County 
Water, Underground--artificial recharge--Florida--Dade 
County 
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10665 

FLORIDA. STATE TOPOGRAPHIC OFFICE. General 
highway mapf{s]...Florida. Prepared for the Division of 
Transportation Planning in cooperation with the Federal 
Highway Administration. [Rev. Tallahassee] 1989[-91] 
maps on sheets 71 x 46 cm. 

Each sheet covers a county. 

32 cents each map, including State tax, available from: 
State of Florida Dept. of Transportation, Maps and 
Publications, Tallahassee, FL 32301. 


Road maps--Florida 


10666 

FLORIDA. SUWANNEE RIVER WATER 
MANAGEMENT DISTRICT. Potentiometric surface of 
the upper Floridan aquifer in the Suwannee River Water 
Management District, Florida, May 1990, by P.E. 
Meadows. Prepared in cooperation with the U.S. 
Geological Survey. [Live Oak] 1991. col. map on 
sheet 59 x 64 cm. (U.S. Geological Survey. Open-file 
report 90-582) 

Issued in envelope 

Available by purchase from: U. S. Geological Survey, 
Books and Open-File Reports, Federal Center, Box 25425, 
Denver, CO 80225. 


Aquifers--Florida 


10667 
FLORIDA. UNIVERSITY OF sagen Gainesville. 
psource s Dept, Aquaculture 
financial decision making: a primer, by Richard Weldon 
and Eric Thunberg. [Gainesville] 1991. 11 1. (Staff paper 
series SP91-19) 


sf89-11423 
Aquaculture 
Cash management 


10668 
FLORIDA. beanie OF FLORIDA, Gainesville. 
nom ppt. Costs and returns 
for sugarcane aetedens on muck soils in Florida, 1990-91 
[by] Jose Alvarez [and] Thomas J. Schueneman. 
[Gainesville] 1991. iii, 22 p. (Economic information report 
EI 91-3) 
Issued in cooperation with the Agricultural 
Experiment Stations. 


Sugar growing--economic aspects--Florida 


10669 
FLORIDA. OF FLORIDA, Gainesville. 


and. hidden costs of water: a theoretical framework, by 
Gary D. Lynne. Gainesville, 1991. 81. (Staff paper 
series SP91-24) 

sf89-11423 
Water-supply--costs 


10670 
FLORIDA. benoit OF FLORIDA, Gainesville, 
pt. The potential for 
electronic ashen of trucking services for produce, by 
Timothy Shell, Richard Beilock, and Eric Thunberg. 
Gainesville, 1991. 18 p. ill. (Staff paper series SP91-20) 
sf89-11423 


Trucking 
Transportation, Automotive 


10671 
FLORIDA. UNIVERSITY OF FLORIDA, Gainesville, 


selected vegetables in Florida, 1990-91. [By] Scott A. Smith 
[and] Timothy G. Taylor. [Gainesville] xii, 61 p. ill. 
(Economic information report EI-91-2) 


Vegetable trade--economic aspects--Florida 


10672 
FLORIDA. UNIVERSITY OF FLORIDA, Gainesville, 
ppt. Publications of the 
Food on Resource Economics Department. 1990. [By] 
Sharon Bullivant, Janice Baisden [and] Richard Beilock. 
[Gainesville] iii, 33 p. (Economic information 
report EI 91-1) 
Issued in cooperation with the Agricultural 
Experiment Stations and Cooperative Extension Service, 
University of Florida. 
16-623472 
State publications--Florida 
Agriculture--economic aspects--bibliography 


10673 
se UNIVERSITY OF FLORIDA, Gainesville, 
anc ppt. The real value of 
water, by Gary D. Lynne. Galnewvilic, 1991. 141. (Staff 
paper series SP91-25) 
sf89-11423 
Water-supply--costs 


10674 
OF FLORIDA, Gainesville. 


covnanalil by Gary D. Lynne. Gainesville, 1991. 121. 
(Staff paper series SP91-23) 

sf89-11423 
Water-supply--costs 


10675 

UNIVERSITY OF FLORIDA, Gainesville, 
esource Economics Dept. Wetland conversion 

pete in the Southeast, by Buddy L. Dillman [and] 
John E. Reynolds. Gainesville, 1991. 25 p. ill. (Staff paper 
series SP91-22) 

sf89-11423 
Wetlands--Southern States 
Land use--Southern States 
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10676 
FLORIDA. UNIVERSITY OF FLORIDA, Gainesville. 
Food and Resource Economics Dept. U. S.-Mexico free 
trade and Florida agriculture. William Messina and 
Rodney L. Clouser, editors. Gainesville [1991] 26 1. ill. 
(Staff paper series SP91-21) 

92-621483 
Free trade--United States 
Free trade--Mexico 
Agricultural industries--Florida 


10677 
FLORIDA. UNIVERSITY OF FLORIDA, Gainesville. 
Federal document 
depositories and resource information for Florida and the 
Caribbean: a directory. 3d ed.; 1991. [By] Gary Cornwell 
[and] Paige Harper. [Tallahassee] 48 p. biennial. 

Cover title: Federal depository directory: Federal 
document depositories and resource information for 
Florida and the Caribbean. 

sn91-22105 
Libraries, Depository--directories--Florida 
Libraries, Depository--directories--Caribbean Area 


GEORGIA 


10678 
GEORGIA. ADMINISTRATIVE OFFICE OF THE 
COURTS. Annual report on the work of the Georgia 
courts. 18th; 1990/91. [Atlanta] 43 p. ill. 
Issued in cooperation with the Judicial Council of 
Georgia. 
Report year ends June 30. 
83-645113 
Courts--Georgia 
Court administration--Georgia 


10679 
Pr 


cooperation with Federal Highway Administration. Rev. 
[Atlanta] 1991-92. maps on sheets 135 x 88cm. and 
smaller. 

Each set of 10 maps covers a separate county. 


Road maps--Georgia 


10680 
GEORGIA. UNIVERSITY OF GEORGIA, Athens. Carl 
Vinson Institute of Government. Student rights under the 
Constitution: selected Federal decisions affecting the 
public school community, by J. Devereux Weeks. [Athens, 
1992] viii, 49 p. 

$11.95. 

92-6208 
Academic freedom 
Student discipline 


10681 
[Honolulu] 52 p. ill. 
Report year ends Sept. 30. 
T1-641722 
Military departments and divisions--Hawaii 


10682 
HAWAII HOUSING AUTHORITY. Annual report. 
1990/91. [Honolulu] 20 p. ill. 
Report year ends June 30. 
59-22264 
Housing authorities--Hawaii 


10683 
HAWAII OFFICE OF THE AUDITOR. Review of 
special and revolving funds of the University of Hawaii: a 
report to the Governor and the Legislature of the State of 
Hawaii. [Honolulu] 1992. vii, 72 p. ill. (Report no. 92-9) 


92-621474 
Special funds--Hawaii 
Revolving funds--Hawaii 
State universities and colleges--finance--Hawaii 


10684 
HAWAII OFFICE OF THE LIEUTENANT 
GOVERNOR. State of Hawaii election map. Prepared [in 
cooperation with] the Dept. of Budget & Finance, ICS 
Division. [Honolulu, 1992] map on sheet 77 x 107 cm. 


Election districts--maps--Hawaii 


10685 

HAWAII. OFFICE OF THE LIEUTENANT 
GOVERNOR. State of Hawaii election map, Island of 
Hawaii, county of Hawaii; congressional district: portion of 
2nd, senatorial districts: 1st - 3rd; representative districts: 
1st - 6th. Prepared [in cooperation with] the Dept. of 
Budget & Finance, ICS Division. [Honolulu] 1992. 7 maps 
on sheets 77 x 107 cm. 


Election districts--maps--Hawaii 


10686 

HAWAII OFFICE OF THE LIEUTENANT 
GOVERNOR. State of Hawaii election map, Island of 
Lanai, portion of Maui County; congressional district: 
portion of 2nd; senatorial district: portion of 4th; 
representative district: portion of 7th. [Prepared in 
cooperation with] the Dept. of Budget & Finance, ICS 
Division. [Honolulu] 1992. map on sheet 77 x 107 cm. 


Election districts--maps--Hawaii 
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10687 

HAWAII. OFFICE OF THE LIEUTENANT 
GOVERNOR. State of Hawaii election map, Island of 
Maui, county of Maui; congressional district: portion of 
2nd; senatorial districts: Sth, portions of 4th & 6th; 
representative districts: 8th - 11th, portions of 7th & 12th. 
Prepared [in cooperation with] the Dept. of Budget & 
Finance, ICS Division. [Honolulu] 1992. 5 maps on 
sheet 77 x 107 cm. 


Election districts--maps--Hawaii 


10688 

' HAWAIL OFFICE OF THE LIEUTENANT 
GOVERNOR. State of Hawaii election map, Island of 
Molokai, portion of Maui County; congressional district: 
portion of 2nd; senatorial district: portion of 4th; 
representative district: portion of 7th. [Prepared in 
cooperation with] the Dept. of Budget & Finance, ICS 
Division. [Honolulu] 1992. 3 maps on sheet 77 x 107 cm. 


Election districts--maps--Hawaii 


10689 
HAWAII OFFICE OF THE LIEUTENANT 
GOVERNOR. State of Hawaii election map, Island of 
Oahu, city & county of Honolulu; congressional districts: 
1st & portion of 2nd; senatorial districts: 8th - 25th; 
representative districts: 15th-Sist. [Prepared in 
cooperation with] the Dept. of Budget & Finance, ICS 
Division. [Honolulu] 1992. 14 maps on sheet 77 x 107 cm. 


Election districts--maps--Hawaii 


10690 
HAWAII. UNIVERSITY OF HAWAII AT MANOA. 
Thomas _H 
Dissertations and theses, University of Hawaii at Manoa. 
Dec. 1990-Aug. 1991. Compiled by Susan Luke. Honolulu. 
30 p. 

79-644929 
Dissertations, Academic--bibliography 


IDAHO 


10691 
IDAHO. ADMINISTRATIVE OFFICE OF THE 
COURTS. The Idaho courts annual report. 1991. [Boise] 
Vol. 1 is ill. 
Vol. 2 has also a distinctive title: Appendix. 
92-643918 
Court administration--Idaho 


10692 
IDAHO. BOISE STATE UNIVERSITY. Library. Special 


Collections Dept. Paul E. Tracy: a guide to his papers. 
Boise, c1992. 45 1. 


Tracy, Paul Eugene (1889-1976) 


10693 
IDAHO. BUREAU OF AERONAUTICS. List of VHS % 
inch videocassette films available for your use. Boise [n.d.] 
10 p. 


Aeronautics--video catalogs 


10694 

IDAHO. CENTENNIAL COMMISSION. The Idaho 
centennial archives: a summary guide, including the papers 
of the Idaho Centennial Commission and the Idaho 
Centennial Foundation, prepared by Martin L. Peterson. 
[Boise] c1991. [15] p. ill. 

Issued in cooperation with the Idaho Centennial 
Foundation and the Idaho State Archives. 


Archives--Idaho 
Statehood (American politics)--centennial celebrations, 
etc.--Idaho 


10695 
IDAHO. COOPERATIVE CENTER FOR HEALTH 
STATISTICS. Annual summary of vital statistics. 1990. 
Janet Wick, editor [Boise] iv, 118 p. ill. 
Cover title: Idaho vital statistics. 
On cover: In celebration of Idaho’s centennial year, 
1890-1990. 
76-644913 
Vital statistics--Idaho 


10696 
IDAHO. DEPT. OF FINANCE. Annual report: Idaho 
Bank act, Idaho Savings and loan act, Business and 
industrial development corporation act, Idaho Credit union 
law, Idaho credit code, Idaho Mortgage company act, 
Idaho Collection agency law, Idaho Securities act, Business 
combination law, Control share acquisition law, Idaho 
Commodity code, Endowment care cemetery act, 
Continuing care disclosure act. 73d; 1990/91. [Boise] 
103 p. ill. 
Report year ends June 30. 


Banks and banking--Idaho 


10697 
IDAHO. DEPT. OF FISH AND GAME. Species 
management plan, 1991-1995; elk and white-tailed deer [by 
James W. Unsworth and Bill Rybarczyk. With assistance 
from: Paul L. Hanna and others. Boise, n.d. 7] p. ill. 


Elk--Idaho 
White-tailed deer--Idaho 
Wildlife management--Idaho 
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10698 
IDAHO. DEPT. OF FISH AND GAME. Species 
management plan, 1991-1995; mule deer & antelope [by 
Michael D. Scott and Jay Crenshaw. With assistance from: 
Donald R. Beach and others. Boise, n.d. 7] p. ill. 


Mule deer--Idaho 
Antelopes--Idaho 
Wildlife management--Idaho 


10699 
IDAHO. DEPT. OF FISH AND GAME. Species 
management plan, 1991-1995; nongame: birds, mammals, 
reptiles, amphibians [by Craig Groves and Wayne 
Melquist. With assistance from: Leslie Carpenter and 
others. Boise, n.d. 7] p. ill. 


Wildlife management--Idaho 

10700 
IDAHO. DEPT. OF FISH AND GAME. Species 
management plan, 1991-1995; upland game: pheasant, 
quail, forest grouse, sage grouse, wild turkey, sharp-tailed 
grouse, partridge, mourning doves, rabbits, crows, ravens, 
magpies [by Brad Compton and others. Boise, n.d. 7] p. ill. 


Game and game-birds--Idaho 
Wildlife management--Idaho 

10701 
IDAHO. DEPT. OF FISH AND GAME. Species 
management plan, 1991-1995; waterfowl: ducks, geese, 
swans, coots, snipe, cranes [by Jack Connelly and Paul 
Wackenhut. With assistance from: Ed Bottum and others. 
Boise, n.d. 7] p. ill. 


Waterfowl management--Idaho 


10702 
Certified centers. "Beles, 1991. 


Surgery, Outpatient--directories--Idaho 


10703 
IDAHO. HEALTH AND Bureau 


Certified end cage renal ‘disease facilities (ESRD). Boise, 
1991. [1] 1. 


10704 
OF HEALTH AND WELFARE. Burcay 
si At GLU 
Certified hospice agencies. Boise, 1991. 21. 


Hospice care--directories--Idaho 


10705 


Certified therapists in independent practice. 
Boise, 1991. 11. 


Occupational therapists--directories--Idaho 
10706 
IDAHO. OF AND WELFARE. Bureau 
1991. 3 p. 
Physical therapists--directories--Idaho 


10707 
Certified rural health clinics. Boise, 1991.21. 
Rural health services--directories--Idaho 


10708 


Hone “health "Boise, 1991, 5p. 
Home care services--directories--Idaho 

10709 
and certified Boles, 1991. 6 p. 
Hospitals--directories--Idaho 

10710 


Liceaned and certified skilled "facilities in Idaho. 
Boise, 1991. 8 p. 


Nursing homes--directories--Idaho 


10711 

IDAHO. DEPT. OF HEALTH AND WELFARE, Bureau 

Boise, 1991. [1] 1. 


Physical therapists--directories--Idaho 
Speech therapists--directories--Idaho 
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10712 
IDAHO. DEPT. OF WATER RESOURCES. Idaho’s 
statewide ground water quality monitoring program; status 
report 1991, by Kenneth W. Neely and Janet K. Crockett. 
Boise, 1992. ii, 22 p. ill. 


92-621546 
Water, Underground--pollution--Idaho 


10713 
IDAHO. DIVISION OF ENVIRONMENTAL 
QUALITY. 1991 Idaho hazardous materials report. [Boise, 
19912] 23 p. ill. 


92-621547 
Hazardous substances--Idaho 


10714 
IDAHO. DIVISION OF ENVIRONMENTAL 
QUALITY. Agricultural best management practice 
effectiveness: dryland farming in eastern Idaho; Bonneville, 
Bannock, and Oneida counties, Idaho, 1988, prepared by 
Blaine Drewes. Boise, 1991. iii, 52 p. ill. (Water quality 
status report no. 98) 


Dry farming--Idaho 


89-647242 


10715 

‘ IDAHO. DIVISION OF ENVIRONMENTAL 
QUALITY. Depth to water in the eastern Snake River 
plain and surrounding tributary valleys, southeastern 
Idaho, calculated using water levels from 1980 to 1988, by 
Molly A. Maupin. Prepared in cooperation with the U.S. 
Geological Survey. Boise, 1992. col. maps on sheet 
74x * cm. (Water-resources investigations report 90- 
4193 

Issued in envelope. 

Available by purchase from: U.S. Geological Survey, 
Books and Open-File Reports Section, Box 25425, Federal 
Center, Denver, CO 80225. 


Water, Underground--maps--Idaho 


10716 
IDAHO. DIVISION OF ENVIRONMENTAL 
QUALITY. Depth to water in the western Snake River 


plain and surrounding tributary valleys, southwestern Idaho 
and eastern Oregon, calculated using water levels from 
1980 to 1988, by Molly A. Maupin. Prepared in 
cooperation with the U.S. Geological Survey. Boise, 1991. 
col. maps on sheet 74x94cm. (Water-resources 
investigations report 91-4020) 

Issued in envelope 

Available by purchase from: U.S. Geological Survey, 
Books and Open-File Reports Section, Box 25425, Federal 
Center, Denver, CO 80225. 


Water, Underground--maps--Oregon 
Water, Underground--maps--Idaho 


10717 
IDAHO. DIVISION OF ENVIRONMENTAL 
QUALITY. Idaho air quality annual report. 1990. [Boise] 
48 p. ill. 


Air quality--Idaho 
Air--pollution--Idaho 


10718 
IDAHO. DIVISION OF ENVIRONMENTAL 
QUALITY. In-stream sediment and fish populations in the 
little North Fork Clearwater River, Shoshone and 
Clearwater Counties, Idaho, 1988-1990, prepared by Jack 
Skille. [Boise] 1991. iv, 18 p. ill. (Water quality summary 
report no. 27) 


Fishing surveys--Idaho--Shoshone County 
Fishing surveys--Idaho--Clearwater County 
Sediment transport--Idaho--Shoshone County 
Sediment transport--Idaho--Clearwater County 


10719 

IDAHO. DIVISION OF ENVIRONMENTAL 
QUALITY. Protocols for conducting use attainability 
assessments for determining beneficial uses to be 
designated on Idaho stream segments, prepared by 
Terry R. Maret and Dave Jensen. Boise [1991] 
iv, 33, A 42 p. ill. (Water quality monitoring protocols - 
report no. 7) 


Water quality--standards--Idaho 


10720 
IDAHO. DIVISION OF FAMILY AND CHILDREN’S 
SERVICES. Family and children’s services annual report. 
1990/91. [Boise] 40 p. ill. 


Child welfare--Idaho 
Family social work--Idaho 


10721 
IDAHO. ENERGY DIVISION. Annual report. 1990/91. 
[Boise] 16 p. ill. 
On cover: Planning today for an energy-efficient 
tomorrow. 
90-655122 
Power resources--Idaho 


10722 
IDAHO. GEOLOGICAL SURVEY. Idaho Geological 
Survey list of publications, 1992. [Moscow, 1991?] 52 p. 


State publications--Idaho 
Geology--Idaho 
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10723 
IDAHO. IDAHO STATE UNIVERSITY, Pocatello. 
Telecommunications Dept, 1991-1992 telephone directory 
& user’s guide. [Pocatello, 1991] LX, 190 p. ill. 


College students--directories--Idaho--Pocatello 
Telephone--directories--Idaho--Pocatello 

State universities and colleges--employees--directories-- 
Idaho--Pocatello 


10724 
IDAHO. LEGISLATURE. Idaho ‘State legislative 
members, second regular session, Sist Idaho State 
Legislature. [Boise] 1992. col. map on sheet 28 x 43 cm. 


Election districts--maps--Idaho 


10725 
IDAHO. LEGISLATURE. Legislative Budget Office. 
Idaho budget summary; 1992 legislative session. [Boise, 
n.d.] 19 p. ill. 


Budget--Idaho 


92-621548 


10726 
IDAHO. [OFFICE OF THE SECRETARY OF STATE] 
Ada County legislative and congressional districts, 
legislative district 15/16, congressional district 1/2. [Boise] 
League of Women Voters of Boise, 1992. [1] 1. ill. 


Election districts--Idaho 


10727 
IDAHO. [OFFICE OF THE SECRETARY OF STATE] 
Statewide legislative districts, 1992. [Boise, n.d. 1] 1. ill. 


Election districts--Idaho 


10728 
IDAHO. STATE COUNCIL ON DEVELOPMENTAL 
DISABILITIES. Idaho transition report: a comprehensive 
analysis and survey of Idaho’s current system of transition 
services for students in special education [researched, 
written, and prepared by Shawn de Loyola and others in 
consultation with the Dept. of Education, Special 
Education Section] Boise, 1991. ii, 75 p. ill. 

92-621549 
Special education--Idaho 


10729 
IDAHO. TAX COMMISSION. Annual report. 1991. 
[Boise] 32 p. ill. 

47-32622 
Taxation--Idaho 


10730 
IDAHO. UNIVERSITY OF IDAHO, Moscow. 
Cooperative Extension __ System. Goal-directed 
management: application to coordinated resource 
management planning [by] Neil R. Rimbey. [Moscow, n.d. 
7 p. ill. (Bulletin no. 728) 
50 cents. 


Agricultural extension work--Idaho 


10731 
IDAHO. UNIVERSITY OF IDAHO, Moscow. 
Cooperative Extension System. Herbicides for lawn weed 
control [by] Robert H. Callihan [and others. Moscow, 
1991] 7 p. ill. (Bulletin no. 723) 
50 cents. 


Lawns--weed control 


10732 

IDAHO. UNIVERSITY OF IDAHO, Moscow, 
Cooperative Extension System, Making financial decisions 
when divorce occurs; an Idaho guide [by Elizabeth Brandt, 
Linda Kirk Fox, and Kathleen Hardcastle. Moscow, 1992] 
iv, 38 p. (Bulletin no. 733) 

Issued in cooperation with the Commission on 
Women’s Programs. 

Free. 


Divorce--Idaho 


10733 
IDAHO. UNIVERSITY OF IDAHO, Moscow. 
Cooperative Extension System, Spring freeze injury to 
Idaho cereals [by] Larry D. Robertson. [Moscow, 1991] 
7 p. ill. (Bulletin no. 724) 
$1.25. 


Grain--Idaho 


10734 
IDAHO. UNIVERSITY OF IDAHO, Moscow. 
Cooperative Extension System, Weed control in the home 
garden [by] Robert H. Callihan, Susan M. Bell, and 
Vickie J. Parker-Clark. [Moscow, 1991. 7] p. ill. (Bulletin 
no. 726) 
50 cents. 


Vegetable gardens--weed control 


10735 
IDAHO. UNIVERSITY OF IDAHO, Moscow. Forest, 
Wildlife, and Range Experiment Station, Directory of 
Idaho wood products manufacturers, by Thomas M. 
Gorman, Peter C. Gomben [and] Richard L. Folk. 
Moscow, 1992. 65 p. (Miscellaneous publication no. 17) 
$5.00 prepaid). 


Forest products industry--directories--Idaho 
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10736 
IDAHO. UNIVERSITY OF IDA, Moscow. Forest, 


nd R: icy Analysis Group. Silver Valley 
resource = pulp and paper mill feasibility. Edited 
by James G. MacCracken and Jay O’Laughlin. [Moscow] 
1991. iii, 27 p. ill. (Report no. 6) 


Paper industry--Idaho--Shoshone County 


ILLINOIS 


10737 
ILLINOIS. AGRICULTURAL STATISTICS SERVICE. 
Illinois agricultural statistics; annual summary. 1991. 
Springfield. 124 p. ill. (Bulletin 91-1) 

51-62568 
Agriculture--statistics--Illinois 


10738 
ILLINOIS. APPELLATE COURT. Illinois appellate 
reports, third series; official reports of the [Illinois 
Appellate Court. Vol. 201; 1990. Brian C. Ervin, reporter 
of decisions. [Bloomington, Legal Division/Pantagraph 
Printing] xxi, 1164 p. 

85-647581 


Law reports, digests, etc.--Illinois 


10739 
ILLINOIS. ARTS COUNCIL. Arts-in-education residency 
program guidelines, application, and artists roster; fiscal 
year 1993. [Chicago, n.d.] 72 p. ill. 


Performing arts--Illinois 
Cultural policy--Illinois 


10740 
ILLINOIS. ARTS COUNCIL. Building by design program 
guidelines and application; fiscal year 1992. [Springfield, 
n.d.] 20 p. 


Economic development--Illinois 
Cultural policy--Ilinois 


10741 
ILLINOIS. ARTS COUNCIL. Program grants: guidelines 
and application. 1992/93. [Chicago] 52 p. 

sn88-28291 


Grants-in-aid--Illinois 
Cultural policy--Illinois 


10742 
ILLINOIS. BOARD OF GOVERNORS OF STATE 
COLLEGES AND UNIVERSITIES. Proceedings of the 
Board of Governors of State Colleges and Universities of 
the State of Illinois. 1990/91. [Springfield] 153 p. 

Report year ends June 30. 

51-37523 

Teachers colleges--Illinois 


10743 
ILLINOIS. BOARD OF HIGHER EDUCATION. 
Directory of higher education. 1991-92. Springfield. 2 v. ill. 


education budget recommendations: 
1992/93. [Springfield] 55 p. ill. 
74-640832 
State universities and colleges--finance--Illinois 


10745 
ILLINOIS. BOARD OF HIGHER EDUCATION. Higher 
education budget recommendations: operations and grants. 
1992/93. [Springfield] 68 p. 

75-640926 
State universities and colleges--finance--Illinois 


10746 
ILLINOIS. BOARD OF HIGHER EDUCATION. 
to the Governor and General Assembly on 
underrperesented groups in public institutions of higher 
education in Illinois. 4th; 1992. [Springfield] iii, 123 p. 


annual. 

91-662161 
College students--Illinois 
Minority college students--Illinois 
Education, Higher--Illinois 


10747 
ILLINOIS. BUREAU OF LOCAL ROADS AND 
STREETS. M.F.T. funds, source, distribution and uses by 
counties. 1992. [Springfield] 13 p. ill. 

sn90-12713 
Motor fuels--taxation--Illinois 


10748 
ILLINOIS. BUREAU OF LOCAL ROADS AND 
STREETS. M.F.T. funds, source, distribution and uses by 
municipalities. 1992. ee 12 p. ill. 


12714 
Motor 


10749 
ILLINOIS. BUREAU OF LOCAL ROADS AND 
STREETS. M.F.T. funds, source, distribution and uses by 
townships. 1992. [Springfield] 12 p. ill. 

sn90-12712 
Motor fuels--taxation--Illinois 

10750 
ILLINOIS. BUREAU OF RAILROADS. Rail service 
study: Chicago-Champaign-St. Louis; a report to the 
Illinois General Assembly. Springfield, 1992. 27 p. ill. 


Railroads--passenger traffic--planning--Illinois 
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10751 
ILLINOIS. BUREAU OF THE BUDGET. Official notice 
of certificate sale and bid form, State of Illinois, 
$185,000,000 general obligation certificates of 1991. 
[Springfield, n.d.] 9 p. 


State bonds--Illinois 


10752 
ILLINOIS. BUREAU OF THE BUDGET. Official notice 
of certificate sale and bid form, State of Illinois, 
$500,000,000 general obligation certificates of 1992. 
[Springfield, n.d.] 9 p. 


State bonds--IIllinois 


10753 
ILLINOIS. BUREAU OF THE BUDGET. Preliminary 
official statement, State of Illinois, $500,000,000 general 
obligation certificates of 1992. [Springfield] 1992. 
48, A 10, B 2 p. 


State bonds--Illinois 


10754 
ILLINOIS. BUREAU OF TOURISM. Historical and 
cultural agencies and museums in Illinois, 1991-1992. 
[Springfield, n.d.] 84 p. ill. 

Issued in cooperation with the Congress of Illinois 

Historical Societies and Museums. 

92-621395 
Historical museums--directories--Illinois 
History--societies, etc.--directories--Illinois 


10755 
ILLINOIS. CIVIL SERVICE COMMISSION. Report. 
84th; 1990/91. [Springfield] 19 1. ill. annual. 
Report year ends June 30. 
sc80-1001 
State officials and employees--Illinois 
Civil service--Illinois 


10756 
ILLINOIS. COMMERCE COMMISSION. | Energy 


and management activities of 

Illinois utilities, 1988-1990; staff report [by] Carl A. 

Lundgren. Springfield, 1992. vii, 48, AS, B 1 p.+ 
92-621396 

Electric utilities--Illinois 

Gas companies--Illinois 

Energy conservation--IIlinois 


10757 
ILLINOIS. COMMUNITY COLLEGE BOARD. Fall 
salary survey report for the Illinois public community 
colleges. 1991. Springfield. 36 p. 
86-641469 
College teachers--salaries, etc.--Illinois 
College administrators--salaries, etc.--Illinois 


10758 
ILLINOIS. COMMUNITY COLLEGE BOARD. Student 
enrollment data and trends in the public community 
colleges of Illinois. Fall 1991. Springfield. ii, 34 p. ill. 
75-642214 
College students--statistics--Illinois 
Community colleges--statistics--Ilinois 


10759 

ILLINOIS. COORDINATING COMMITTEE ON 
TRANSPORTATION. Coordination to improve mobility 
for the transportation disadvantaged; a status report to 
Governor Jim Edgar and the Illinois General Assembly. 
Springfield, 1992. 9 1. 

Available from Illinois Dept. of Transportation, 
Division of Public Transportation, 310 South Michigan 
Ave., Chicago, IL 60604. 


Handicapped--transportation--Illinois 


10760 

ILLINOIS. COUNCIL FOR RESEARCH IN MUSIC 
EDUCATION. The Arizona State University K-6 drama 
theatre curriculum guide [by] Lin Wright [and] Johnny 
Saldana. Urbana [n.d.] iv, 15, ix, 118 p. ill. 

On cover: A project of the Research Program at the 
University of Illinois site of the National Arts Education 
Research Center. 


Theatre--study and teaching (elementary)--Arizona 


10761 
ILLINOIS. COUNCIL FOR RESEARCH IN MUSIC 
EDUCATION. Custom and cherishing: the arts in 
elementary schools; studies of U.S. elementary schools 
portraying the ordinary problems of teachers teaching 
music, drama, dance, and the visual arts in 1987-1990 [by] 
Robert Stake, Liora Bresler [and] Linda Mabry. With 
assistance from Nancy Ellis. [Sponsored by the National 
Endowment for the Arts. Urbana, 1991] ii, 364 p. ill. 
On t.p.: National Arts Education Research Center, 
University of Illinois. 
$10.00. 
92-621397 
Art--study and teaching (elementary)--case studies--United 
States 


10762 

ILLINOIS. COUNCIL FOR RESEARCH IN MUSIC 
EDUCATION. Dance education in American public 
schools; case studies [by] Patricia Knowles [and] Rona 
Sande. Peggy Schwartz, contributing writer. [Sponsored by 
the National Endowment for the Arts. Urbana, 1991] 
i, 160 p. 

On t.p.: The National Arts Education Research 
ae at the University of Illinois. 

00. 


92-621398 
Dancing--study and teaching--case studies--United States 
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10763 
ILLINOIS. COUNCIL FOR RESEARCH IN MUSIC 
EDUCATION. Musical skills: a computer-based 
assessment (CMSAP) [by] G. David Peters. [Sponsored by 
the National Endowment for the Arts. Urbana, c1991] 
iii, 77 p. 
On t.p.: The National Arts Education Research 
Center at the University of Illinois. 
$20.00. 
92-621399 
Music--instruction and study 
Computer-assisted instruction 


10764 
ILLINOIS. COUNCIL ON FORESTRY 
DEVELOPMENT. Forests of Illinois [by L. R. Iverson 
and others. Springfield, 1991] 24 p. ill. 
Issued in cooperation with the Illinois Natural History 
Survey. 
$4.00. 
92-621400 
Forests and forestry--Illinois 


10765 
ILLINOIS. DEPT. OF ALCOHOLISM AND 


SUBSTANCE ABUSE. Confronting tomorrow today; a 
comprehensive plan for alcohol/other drug services, FY 92 
update; executive summary. [Springfield, 1991] 62 p. ill. 


Alcoholism--treatment--Illinois 
Substance abuse--IIlinois 


10766 
ILLINOIS. DEPT. OF ALCOHOLISM AND 
SUBSTANCE ABUSE. Confronting tomorrow today: 
planning for the future; a comprehensive State plan and 
human services plan for prevention / intervention / 
treatment of alcoholism and other drug dependency, 
update. 1988/89-1991/92. pm various pagings. ill. 

86-6432 


Alcoholism--treatment--Illinois 
Substance abuse--IIllinois 


10767 
ILLINOIS. DEPT. OF CENTRAL MANAGEMENT 
SERVICES. Report to the eighty-seventh General 
Assembly on the Agricultural commodity-based plastics 
development act. [Springfield] 1991. 15 p. 


Plastics--recycling--Illinois 
Plastics--biodegradation--Illinois 
Refuse and refuse disposal--Ilinois 


10768 
ILLINOIS. DEPT. OF CENTRAL MANAGEMENT 
SERVICES. Small business set-asides; report to the 
members of the eighty-seventh General Assembly. 
1990/91. [Springfield] 2 1. 

87. 


Small business--Illinois 
Government purchasing--IIlinois 
Public contracts--Illinois 


10769 
ILLINOIS. DEPT. OF CHILDREN AND FAMILY 
SERVICES. Annual report. 1989-90. [Springfield] 2 v. ill. 


71-641867 
Child welfare--Illinois 
Family social work--Illinois 


10770 
ILLINOIS. DEPT. OF CORRECTIONS. Annual report. 
1990/91. [Springfield] 69 p. ill. 

71-617439 
Corrections--!llinois 


10771 
ILLINOS. DEPT. OF Burcau_of 


the Governor and the General Assembly. ist; 1991. 


[Springfield] 23 ill. 


Prison sentences--Illinois 
Corrections--Illinois 


10772 
ILLINOIS. DEPT. OF ENERGY AND NATURAL 
RESOURCES. 1990 sustainable agriculture demonstration 
grant program results [prepared by American Farmland 
Trust. Springfield] 1991. 41 p. ill. 


Sustainable agriculture--Illinois 


10773 
ILLINOIS. DEPT. OF ENERGY AND NATURAL 
RESOURCES. Citizen stream monitoring; a manual for 
Illinois [by] Brook McDonald, William Borden [and] Joyce 
Lathrop. [Springfield] 1990. 35 p. ill. 
ILENR/RE-WR-90/18. 


Water quality management--handbooks, manuals, etc.-- 
Illinois 


10774 
ILLINOIS. DEPT. OF ENERGY AND NATURAL 
RESOURCES. Direction of regulation in the 90’s: PUC 
study results [by] Ann Dabbs, Wendy Danley [and] Susan 
Kleeman. Pt. 1. [Springfield] 1991. unpaged. ill. 

ILENR/RE-SP-91/11. 

92-621401 
Public utilities--state supervision--United States 
Public utilities--state supervision--Illinois 
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10775 

ILLINOIS. DEPT. OF ENERGY AND NATURAL 
RESOURCES. Energy conservation and utilization; a 
handbook for wastewater treatment plants in Illinois, 
prepared by Camp Dresser & McKee, Inc. for the Illinois 
Association of Wastewater Agencies. [Springfield] 1991. 
various p . ill. 

Available from: IAWA, Office of Executive Director, 
424 North Fourth St., Suite 100, Springfield, IL 62702. 


Sewage disposal plants--energy conservation--handbooks, 
manuals, etc.--Illinois 


10776 

ILLINOIS. DEPT. OF ENERGY AND NATURAL 
RESOURCES. Plastics in perspective. Plastics: waste 
reduction/recycling [by] David R. Bergandine. Degradable 
plastics and the environment: part of the solution or just 
more — [By] D. Andrew Holm. [Springfield, 1991] 
97 p. ill 

Issued in cooperation with the University of Illinois, 
Center for Solid Waste Management and Research. 

ILENR/RR-91/18. 


Recycling (Waste, etc.)--study and teaching 
Plastics--recycling--study and teaching 
Plastics--biodegradation 

Refuse and refuse disposal--study and teaching 


10777 
ILLINOIS. DEPT. OF ENERGY AND NATURAL 
RESOURCES. Report on test burning of tire-derived fuel 
in solid fuel combustors, prepared by Daniel C. Dennis. 
Revision 2. [Springfield] 1991. 30 p.+ ill. (ILENR/RR- 
91/16) 
At head of title: TDF. 


Tires, Rubber--recycling 
Incineration--waste disposal 


10778 

ILLINOIS. DEPT. OF ENERGY AND NATURAL 
RESOURCES. Office of Research and Planning, A guide 
to inventorying and managing forestry resources in small 
communities; final report. Principal investigator: Charles 
Stewart. Prepared by Urban Forest Management, Inc. in 
cooperation with Illinois Dept. of Conservation [and 
others] Springfield [1991] i, 94 p. (ILENR/RE-WR-91/13) 

Available at IL depository libraries or from National 
Technical Information Service, Springfield, VA 22161. 


Forest management--Illinois 
Forestry and community--Illinois 


10779 
ILLINOIS. DEPT. vag ENERGY 


Illinois residential Decoatber 1989 - 
January 1990; a report on the residential propane price 
spike and its effects on the citizens of Illinois. [Springfield] 
1990. iii, 31 p. ill. 
ILENR/RE-PA-90/08. 
92-621402 
Propane industry--Illinois 


10780 

ILLINOIS. DEPT. OF ENERGY AND NATURAL 
RESOURCES. Office of Research Planning. 
Landscaping techniques and materials for urban Illinois 
stream corridors and wetland edges; final report, prepared 
by Northeastern Illinois Planning Commission. Principal 
investigators: Richard D. Mariner [and] Lisa Mertz-Irwin. 
Springfield, 1991. vii, 111 p. ill. (ILENR-WR-91/12) 

Available at IL depository libraries or from National 
Technical Information Service, Springfield, VA 22161. 


Stream conservation--Illinois 


10781 

ILLINOIS. DEPT. OF ENERGY AND NATURAL 
RESOURCES. Office of Research and Planning. Mobile 
source emissions inventory development; final report, 
prepared by DePaul & Associates, Inc. Principal 
investigators: Kenneth Y. Fang [and others] Springfield, 
1991. ix, 113 p. ill. 

Available at IL depository libraries or from National 
Technical Information Service, Springfield, VA 22161. 

ILENR /RE-AQ-91/05. 


Automobiles--motors--exhaust gas--inspection--IIlinois 
Remote sensing--Illinois 
Air--pollution--Ilinois 


10782 

ILLINOIS. DEPT. OF ENERGY AND NATURAL 
RESOURCES. Office of Research and Planning, Remote 
sensing enhanced motor vehicle emissions control for 
pollution reduction in the Chicago metropolitan area: 
siting and issue analysis, prepared University of Denver, 
Atmospheric Science Center. Principal investigators: Carol 
E. Lyons [and] Donald H. Stedman. Springfield, 1991. 
x, 64 p. ill. 

Available at IL depository libraries or from National 
Technical Information Service. 

ILENR/RE-AQ-91/15. 


Automobiles--motors--exhaust _gas--inspection--IIlinois-- 
Chicago 

Remote sensing--Illinois--Chicago 
Air--pollution--Ilinois--Chicago 
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10783 
ILLINOIS. DEPT. OF ENERGY AND NATURAL 
RESOURCES. Office of Research and Planning. The 
residential energy assistance partnership program; 1989- 
1990 program winter evaluation, prepared by Brenda 
Griffin, Rick Fiddyment [and] Quasivi Sessi. [Springfield] 
1991. xviii, 87 p. ill. (ILENR/RE-PA-91/03) 

92-621403 
Poor--energy assistance--IIlinois 
Automobiles--motors--exhaust gas--inspection--Illinois-- 
Chicago 
Remote sensing--Illinois--Chicago 
Air--pollution--Illinois--Chicago 


10784 
ILLINOIS. DEPT. OF ENERGY AND NATURAL 
RESOURCES. Buildi Pr i 
Illinois State buildings energy expense study, FY90 and 
projected FY91-93. Springfield [1991. 20] p. 

Available at IL depository libraries or from the 
National Technical Information Service, Springfield, VA 
22161.) 

ILENR/BE-87/02. 

92-621404 
Public buildings--energy conservation--Illinois 


10785 
ILLINOIS. DEPT. OF INSURANCE. Personal lines 
premiums in Illinois; results of a survey of private 
passenger automobile and homeowners insurers. 
[Springfield] 1991. 57 p. ill. 

92-621405 
Insurance, Automobile--IIllinois 
Insurance, Automobile--United States 


10786 
ILLINOIS. DEPT. OF MENTAL HEALTH AND 
DEVELOPMENTAL DISABILITIES. Annual revenue 
report. 1990/91. [Springfield] iv, 21 1. ill. 

91-655075 
Public welfare--finance--Illinois 


10787 
ILLINOIS. DEPT. OF MENTAL HEALTH AND 
DEVELOPMENTAL DISABILITIES. Directory of 


services [by Judith Hollenberg] 1990 ed. Springfield, 1990] 
iv, 279 p. ill. 


Mentally ill--services for--directories--Illinois 
Developmentally disabled--services for--directories--Illinois 


10788 

ILLINOIS. DEPT. OF MENTAL HEALTH AND 
DEVELOPMENT DISABILITIES. Illinois’ submission for 
September 30, 1991 under Public Law 99-660 "The State 
comprehensive mental health services plan act of 1986" 
and Public Law 101-639 "Mental health amendments of 
1990" for adults with serious mental illness. Rev. 
[Springfield] 1991. 99 p. 


Mental health planning--Ilinois 


10789 
ILLINOIS. DEPT. OF MENTAL HEALTH AND 
DEVELOPMENT DISABILITIES. Powers & duties of 
the Department of Mental Health and Development 
Disabilities. [Springfield, n.d.] 50 p. 
On cover: Includes amendments/additions effective 
9/91 through effective date 1/92. 


Mental health--administration--Illinois 


10790 
ILLINOIS. DEPT. OF MINES AND MINERALS. Annual 
statistical report. 1987-89. [Springfield] iii, 159 p. ill. 
Combined report. 
sn91-19527 
Mines and mineral resources--Illinois 


10791 
ILLINOIS. DEPT. OF NUCLEAR SAFETY. Prototype 
evaluation report: portable environmental gamma detector 
[by] Bruce Beazly. Submitted to Illinois Dept. of Energy 
and Natural Resources. [Springfield] 1991. 19 p. ill. 
ILENR/AE-91/08. 


Gamma ray spectrometry 


10792 
ILLINOIS. DEPT. OF PUBLIC AID. Amended report on 
projected expenditures for the Title XX social services 
block grant, fiscal year 1992. Springfield, 1992. 51 p. ill. 


Block grants--Illinois 
Social service--Illinois 
Federal aid to public welfare--Illinois 
10793 
ILLINOIS. DEPT. OF PUBLIC AID. Human services 


plan, volume 2. Pt. 1. Data report. 1989/90-1991/92. 
[Springfield] viii, 103 p. ill. 


Public welfare--Illinois 

10794 
ILLINOIS. DEPT. OF PUBLIC AID. Project Chance 
annual report. 1990/91. [Springfield] 110 p. ill. 


Welfare recipients--employment--Illinois 
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10795 
ILLINOIS. DEPT. OF PUBLIC AID. Division of Field 
Operations. Local office performance indicators; system 
handbook. [Springfield] 1991. various pagings. 


Public welfare administration--handbooks, manuals, etc.-- 
Illinois 


10796 
ILLINOIS. DEPT. OF PUBLIC HEALTH. A directory of 
local health departments and Illinois Department of Public 
Health offices, 1992. [Springfield, 1992] 48 p. ill. 


Public health--directories--Ilinois 
10797 
ILLINOIS. DEPT. OF PUBLIC HEALTH. Human 


services plan, volume 7. Pt. 1. Data report. 1990/91. 
[Springfield] v, 258 p. ill. 


Public health--Illinois 


10798 
ILLINOIS. DEPT. OF PUBLIC HEALTH. 
Health Promotion. Regional variations of behavioral risk 
factors among Illinois adults. Springfield, 1991. 119, 21 p. 
ill. 


92-621484 
Health risk assessment--IIllinois 
Health status indicators--Illinois 


10799 
ILLINOIS. DEPT. OF REHABILITATION SERVICES. 
Home Services Program annual joint report to the 
Governor and the Illinois General Assembly. Vol. 2; 
1990/91. [Springfield] 16 p. ill. 


Home care services--Illinois 


10800 
ILLINOIS. DEPT. OF REHABILITATION SERVICES. 
Division of Planning and Analysis, Human services plan II 
- issue papers. [Springfield] 1990. 59 p. 
On cover: Data and information report. 


Vocational rehabilitation--Illinois 


10801 
ILLINOIS. DEPT. OF REVENUE. Illinois property tax 
statistics. 1989. [Springfield] ix, 62 p. ill. 

a44-5278 


Property tax--statistics--Illinois 
10802 
ILLINOIS. DEPT. OF REVENUE. Package X; 
copies of tax forms. 1990-91. [Springfield] 
Vv. 


sn88-27847 


Taxation--forms--Illinois 


10803 
ILLINOIS. DEPT. OF TRANSPORTATION. FY 92-96 


proposed rail improvement program. [Springfield] 1991. 
42 p. ill. 


Railroads--Illinois 


10804 
ILLINOIS. DEPT. OF TRANSPORTATION. Illinois 
airport inventory report. 1992. [Springfield] 96 p. ill. 
88-649903 


Airports--Illinois 


10805 
ILLINOIS. DEPT. OF TRANSPORTATION. Illinois rail 
plan: 1989 update amendment, Bridgeport Grain. 


[Springfield] 1991. i, 8 1. 
Railroads--planning--Illinois 


10806 
ILLINOIS. DEPT. OF TRANSPORTATION. Illinois rail 
plan: 1989 update amendment, Goodwine Co-operative 
Grain Company rail spur, Goodwine, IL. [Springfield] 
1991. 7 1. ill. 


Railroads--planning--IIlinois 


10807 
ILLINOIS. DEPT. OF TRANSPORTATION. Illinois rail 
plan: 1989 update amendment, Molitor Junction to Middle 
Grove, Chicago and North Western Transportation Co. 
[Springfield] 1992. 9 1. ill. 


Railroads--planning--Illinois 


10808 
ILLINOIS. DEPT. OF TRANSPORTATION. Illinois rail 
plan: 1989 update amendment, Seimer Grain at LIS. 
[Springfield] 1991. 8 1. ill. 


Railroads--planning--Illinois 


10809 
ILLINOIS. DEPT. OF TRANSPORTATION. Illinois rail 
plan: 1989 update amendment, Tri-City Regional Port 
District, new construction at Granite City. [Springfield] 
1991. i, 41. ill. 


Railroads--planning--Illinois 


10810 
ILLINOIS. DEPT. OF TRANSPORTATION. Illinois rail 


plan: 1989 update, Chicago - 43rd Street. [Springfield] 
1992. i, 5 1. ill. 


Railroads--planning--Illinois 
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10811 
ILLINOIS. DEPT. OF TRANSPORTATION. Division of 
Water Resources. Report on Lake Decatur dredging, city 
of Decatur, Macon County, Illinois. [Springfield] 1991. 2 1. 
ill. 


Lakes--Illinois--Lake Decatur 


10812 
ILLINOIS. DEPT. OF TRANSPORTATION. Division of 
Water Resources. River stages in Illinois: flood and 
damage data. [Springfield] 1991. xiii, 239 p. 

DOWR/SES/91-001. 

92-621485 
Floods--statistics--Illinois 
Stream measurements--IIllinois 


10813 
ILLINOIS. DEPT. OF TRANSPORTATION. Office of 
Planning and Programming, FY 1992-96 proposed public 
transportation improvement program. Springfield, 1991. 
22, A4, B6, C6 p. ill. 


Local transit--Illinois 


10814 
ILLINOIS. DEPT. OF TRANSPORTATION. Office of 
Planning and Programming. Highway improvement 
program annual report of accomplishments. 2d; 1990/91. 
[Springfield] various pagings. ill. 
Cover title: For the record-1991; fiscal year 1991 
highway improvement accomplishments. 


Roads--finance--Illinois 
Roads--design and construction--Illinois 


10815 
ILLINOIS. DEPT. ON AGING. Facing the new decade; 
a final report of the 1990 Illinois White House Conference 
on Aging. [Springfield] c1991. 32 p. ill. 

92-621486 
Aged--government policy--congresses--IIllinois 


10816 
ILLINOIS. DEPT. ON AGING. Growing older in Illinois: 
needs, challenges, opportunities [by Millicent Fleming- 
Moran, Teresa Kenworthy-Bennett, and Karen Harlow. 
Prepared by the Heartland Center on Aging, Disability 
and Long Term Care, School of Public and Environmental 
Affairs, Indiana University and the National Center for 
Senior Living] Springfield [1991] viii, 86 p.+ ill. 

92-621487 


Aged--statistics--Illinois 


10817 
ILLINOIS. DEPT. ON AGING. Partners in aging. Editor: 
Geraldine Gallagher. [Springfield] c1991. 52 p. 
On cover: A guide to programs, services, and advocacy 
organizations serving older adults in Illinois. 


Aged--services for--directories--Illinois 


10818 
ILLINOIS. DEPT. ON AGING. Report on elder abuse in 
Illinois. 1989/90. [Springfield] i, 26 p. ill. 


Aged--abuse of--Lllinois 


10819 
ILLINOIS. DEPT. ON AGING. 
Annual report to the Governor and the Illinois 
General Assembly on Public Act 81-202. 1990/91. 
[Springfield] 16 p. ill. 


Community health services for the aged--Illinois 


10820 
ILLINOIS. DIVISION OF FAMILY SUPPORT 
SERVICES. Child ‘care and AFDC recipients in Illinois: 
patterns, problems, and needs; a digest of findings, 
prepared by Gary L. Siegel and L. Anthony Loman. 
St. Louis, MO, Institute of Applied Research, 1991. 36 p. 
ill. 


92-621488 
Aid to families with dependent children programs--Illinois 
Day care centers--Illinois 


10821 
ILLINOIS. DIVISION OF HEALTH ASSESSMENT 


AND SCREENING. Nutrition Services Section. Nutrition 
surveillance: a special report on Cook County. Springfield, 
1988. iv, 37 p. ill. (Health report series 89:3) 

92-621489 
Nutrition--Illinois--Cook County 


10822 
ILLINOIS. DIVISION OF HEALTH CARE FACILITIES 
AND PROGRAMS. Home health agency directory. 
[Springfield, 1992] 66, 22 p. ill. 


Home care services--directories--Illinois 

10823 
ILLINOIS. DIVISION OF HEALTH CARE FACILITIES 
AND PROGRAMS. Hospice directory. Rev. Springfield, 
1992] 12 p. ill. 


Hospice care--directories--Illinois 
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10824 
ILLINOIS. DIVISION OF LAND POLLUTION 
CONTROL. Solid Waste Management Section. Available 
disposal capacity for solid waste in Illinois: annual report. 
5th; 1991. Springfield. v, 101 p. ill. 
IEPA/LPC/91-59. 
89-641091 


Refuse and refuse disposal--Illinois 
Sanitary landfills--Illinois 
Factory and trade waste--Illinois 


10825 
ILLINOIS. DIVISION OF LAND POLLUTION 


CONTROL. Solid Waste Management Section, Household 
hazardous waste collection program results, State fiscal 
years 1990 and 1991. Springfield [1991] iii, 53 p. ill. 


Hazardous wastes--Illinois 
Refuse and refuse disposal--Illinois 


10826 
ILLINOIS. DIVISION OF PUBLIC WATER SUPPLIES. 
Public water supplies program plan, fiscal year 1992. 
Springfield, 1991. i, 67 p. 

92-621490 
Water-supply--Illinois 


10827 
ILLINOIS. DIVISION ~8 WATER POLLUTION 


Lake water quality poem grant; final report, by 
Gregg Good, Jeff Mitzelfelt, and Beverly Albarracin. 
Springfield, 1991. iii, 62 p. ill. 

IEPA/WPC/91-211. 


Lakes--Illinois 
Water--pollution--Illinois 


10828 

ILLINOIS. EASTERN ILLINOIS UNIVERSITY, 
Proceedings of the Oak Woods Management 

Workshop [held at Bradley University, Peoria, Illinois on 
October 21-22, 1988] Editors: George V. Burger, John E. 
Ebinger [and] Gerould S. Wilhelm. Charleston, 1991. 
iv, 106 p. ill. 

92-621491 
Forests and forestry--congresses 
Oak--congresses 


10829 
ILLINOIS. ECONOMIC AND FISCAL COMMISSION. 
FY updated economic outlook and FY revenue estimate. 
1991/92. [Springfield] 17 p. ill. 
88-645962 
Economic forecasting--Illinois 
Tax revenue estimating--Illinois 


10830 
ILLINOIS. ECONOMIC AND FISCAL COMMISSION. 
Pension overview. Nov. 1990. Springfield. various pagings. 


ill. 
91-643070 
State officials and employees--pensions--Illinois 


10831 
ILLINOIS. ENVIRONMENTAL PROTECTION 
AGENCY. A guide to Illinois lake management [by 
Robert J. Kirschner. Springfield, 1991] 32 p. ill. 
Issued in cooperation with Northeastern Illinois 
Planning Commission and others. 
Available from Northeastern Illinois Planning 
i Natural Resources Dept., 400 West Madison 
St., Rm 200, Chicago, IL 60606. 


Lake renewal--Illinois 
Water quality management--Illinois 


10832 
ILLINOIS. ENVIRONMENTAL PROTECTION 
AGENCY. Office of Public Information, The land we 
depend on; fifth grade. Rev.ed. Springfield, 1992. 
iii, 113 p. ill. 
Issued in cooperation with the Division of Land 
Pollution Control. 


Recycling (Waste, etc.)--study and teaching (elementary) 
Refuse and refuse disposal--study and teaching 
(elementary) 


10833 
ILLINOIS. ENVIRONMENTAL PROTECTION 
AGENCY. Office of Public Information. Water: the liquid 
of life; fifth grade. Rev. ed. Springfield, 1991. 68 p. ill. 
Issued in cooperation with the Division of Public 
Water Supplies and the Division of Water Pollution 
Control. 


Water--pollution--study and teaching (elementary) 


10834 
ILLINOIS. ENVIRONMENTAL PROTECTION 
AGENCY. Vehi ission Ti A report on 
the status of the Vehicle Emission Test Program, 
January 1, 1990 - December 31, 1990. Springfield [1991] 
23 p. ill. 
IEPA/VIM/91-58. 


Automobiles--motors--exhaust gas--inspection--Illinois 


10835 
ILLINOIS. GENERAL ASSEMBLY. Joint Committee on 
Administrative Rules. Index and text of objections and 
recommendations. 1990. [Springfield] 2 v. annual. 
88-659342 
Administrative remedies--Illinois 
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10836 
ILLINOIS. GOVERNOR. Illinois State budget. 1992/93. 
[Springfield] various pagings. ill. 
Report year ends June 30. 
83-645707 


Budget--Illinois 


10837 
ILLINOIS. GOVERNOR’S CONFERENCE ON 
HOUSING. Final report. [Springfield] 1992. unpaged. 
92-621492 
Housing--congresses--Illinois 
Governor’s Conference on Housing (Illinois) 


10838 

ILLINOIS. HAZARDOUS WASTE RESEARCH AND 
INFORMATION CENTER. Alternatives for measuring 
hazardous waste reduction, by Rachel Dickstein Baker, 
Richard W. Dunford [and] John L. Warren. Research 
Triangle Park, NC, Center for Economics Research, 
Research Triangle Institute [1991] viii, 31 p. 

On t.p.: PTI project no. 233U-4913 FR. 


Hazardous wastes--measurement 


10839 
ILLINOIS. HAZARDOUS WASTE RESEARCH AND 
INFORMATION CENTER. Annual report. 1990/91. 
[Champaign] vi, 110 p. ill. 
Report year ends June 30. 
88-651347 
Hazardous wastes--research--Illinois 
Research institutes--Illinois--Champaign 


10840 
ILLINOIS. HAZARDOUS WASTE RESEARCH AND 
INFORMATION CENTER. Preliminary evaluation of the 
risk of accidental spills of hazardous materials in Illinois 
waterways, by Misganaw Demisse and Laura Keefer. 
Champaign [1991] xvi, 77 p.ill. 

HWRIC project 89/90-059. 

92-621493 
Chemical spills--Illinois 
Hazardous substances--Illinois 
Waste spills--Illinois 
Oil pollution of rivers, harbors, etc.--Illinois 


10841 
ILLINOIS. HAZARDOUS WASTE RESEARCH AND 
INFORMATION CENTER. S summary report, 1988 


urvey 
Champaign County household and farm hazardous waste 
collection day, prepared by Raymond K. Oldakowski. 
[Champaign] 1990. 12, 5 p. 

HWRIC TR-001. 


Hazardous wastes--Illinois--Champaign County 
Refuse and refuse disposal--Illinois--Champaign County 


10842 
ILLINOIS. HOUSING DEVELOPMENT AUTHORITY. 
State of Illinois comprehensive housing affordability 
strategy (CHAS), FY 1992 - FY 1996. [Springfield] 1991. 
ix, 210 p. ill. 


92-621494 
Housing policy--Ilinois 


10843 
ILLINOIS. ILLINOIS PLANNING COUNCIL ON 
DEVELOPMENTAL DISABILITIES. The common 
pursuit; improving the quality of life for Illinois citizens 
with disabilities: implications for restructuring the planning 
and management of State services. [Springfield] 1991. 


ii, 85 p. ill. 
92-621495 
Developmentally disabled--services for--planning--Illinois 


10844 
ILLINOIS. ILLINOIS PLANNING COUNCIL ON 
DEVELOPMENTAL DISABILITIES. Utilizing Medicaid 
dollars to finance services to Illinois citizens with 
developmental disabilities; a technical assistance report, by 
Robert M. Gettings. Prepared for the Planning Council on 
Developmental Disabilities and the Dept. of Mental 
Health and Developmental Disabilities. [Springfield] 1991. 
56 p. 

92-621496 
Developmentally disabled--services for--finance--Illinois 
Medicaid--Illinois 


10845 
ILLINOIS. INTERAGENCY COORDINATING 
COMMITTEE ON GROUNDWATEER. 
groundwater protection program biennial report. 2d; 1992. 
Submitted to the Governor and the Illinois General 
Assembly. [Springfield] xi, 118 p. ill. 


Water, Underground--pollution--Illinois 


10846 
ILLINOIS. JOB TRAINING COORDINATING 
COUNCIL. Doorways to jobs; a directory of job training 
and related services in Illinois. [Springfield] 1992. 148 p. ill. 
92-621497 
Occupational training--directories--Illinois 


10847 
ILLINOIS. JUDGES RETIREMENT SYSTEM OF 
ILLINOIS. Component unit financial report. 1990/91. 
— by the Accounting Division. Springfield. 51 p. ill. 


ey year ends June 30. 
Judges--pensions--Illinois 
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10848 
ILLINOIS. LEGISLATIVE REFERENCE BUREAU. 
Case report. 1991. Springfield. iii, 204 p. annual. 


Law reports, digests, etc.--Illinois 


10849 
ILLINOIS. OFFICE OF ENERGY CONSERVATION 
AND ALTERNATIVE ENERGY. Local government 
energy assistance programs annual report. 1991. 
Springfield. 11 p. 

91-650182 


Public buildings--energy conservation--Illinois 


10850 
ILLINOIS. OFFICE OF LOCAL GOVERNMENT 
MANAGEMENT SERVICES. Local government annual 
legislative report. 1990 session, 86th General Assembly. 
[Springfield] 89 p. 


Legislation--Illinois 
Local government--IIlinois 


10851 
ILLINOIS. OFFICE OF POLLUTION PREVENTION. 
Industrial Material Exchange Service annual report. 1989. 
Springfield. 11 p. 


Recycling (Waste, etc.)--Illinois 


10852 
ILLINOIS. OFFICE OF RECYCLING AND WASTE 
REDUCTION. Actions speak! (Louder than words). The 
social and environmental impact of solid waste, by Thomas 
T. Peters [and] Janet L. Wissmann. [Springfield] 1991. 


Recycling (Waste, etc.)--Illinois 
Refuse and refuse disposal--Illinois 


10853 
ILLINOIS. OFFICE OF RECYCLING AND WASTE 
REDUCTION. Office and commercial waste reduction; a 
how-to guide for Illinois businesses and organizations, by 
Camp Dresser & McKee, Inc. [and] Holt, Ross & Yulish, 
Inc. Springfield, 1991. 56 p. ill. (ILENR/RR-91-/10) 


Recycling (Waste, etc.)--Illinois 
Refuse and refuse disposal--Illinois 


10854 
ILLINOIS. OFFICE OF RECYCLING AND WASTE 
REDUCTION. Recycle our available resources; grades 4- 
8, by Donna Johnson. [Springfield] 1991. 53 p. ill. 
ILENR/RR-91/15. 


Recycling (Waste, etc.)--study and teaching (elementary) 
Refuse and refuse disposal--study and teaching 
(elementary) 


10855 
ILLINOIS. OFFICE OF RECYCLING AND WASTE 
REDUCTION. Residential recycling: curbside options; a 
guide for Illinois communities, by Camp Dresser & 
McKeee, Inc. [and] Holt, Ross & Yulish, Inc. Springfield, 
1991. 63 p. ill. (ILENR/RR-91/19) 

92-621498 
Recycling (Waste, etc.)--Illinois 
Refuse and refuse disposal--Illinois 


10856 
ILLINOIS. OFFICE OF RECYCLING AND WASTE 
REDUCTION. Solid waste videos; a teacher’s guide to 
selected videotapes on solid waste ee by 
Richard S. Treptow. [Springfield] 1991. 59 p. ill. 
ILENR/RR-91/14. 


Refuse and refuse disposal--video catalogs 


10857 
ILLINOIS. OFFICE OF SOLID WASTE AND 
RENEWABLE RESOURCES. A collection of waste 
reduction graphics. [Springfield, 1991] 24 1. ill. 
ILENR/RR-91/01. 


Refuse and refuse disposal 


Recycling (Waste, etc.) 
Clip art 


10858 
ILLINOIS. OFFICE OF SOLID WASTE AND 
RENEWABLE RESOURCES. Directory of Illinois 
recycling centers. Chicago ed. [Springfield] 1991. unpaged. 
ill 


” On t.p.: Cook County, Lake County, McHenry County, 
Kane County, DuPage County, Will County. 
ILENR/RR-87/03. 


Recycling (Waste, etc.)--directories--Illinois 


10859 
ILLINOIS. OFFICE OF SOLID WASTE AND 
RENEWABLE RESOURCES. Directory of Illinois 
recycling centers. Downstate ed. [Springfield] 1991. 
unpaged. ill. 
ILENR/RR-87/04. 


Recycling (Waste, etc.)--directories--Illinois 


10860 
ILLINOIS. OFFICE OF SOLID WASTE AND 
RENEWABLE RESOURCES. Final report of the 
Degradable Plastics Task Force. Springfield, 1991. iii, 31 p. 


(ILENR/RR-91/03) 
92-621499 
Plastics--biodegradation--Illinois 
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10861 
ILLINOIS. OFFICE OF SOLID WASTE AND 
RENEWABLE RESOURCES. Sources of recycled paper. 
Springfield, 1991. 26 p. 
ILENR/RR-89/10. 


Recycling industry--directories--Illinois 
Waste paper--recycling--directories--Illinois 
Recycling (Waste, etc.)--directories--Illinois 


10862 
ILLINOIS. OFFICE OF THE COMPTROLLER. Bonded 
indebtedness and long term obligations; annual report. 
1990/91. [Springfield] various pagings. 


76-647623 
State bonds--Illinois 


10863 
ILLINOIS. OFFICE OF THE SECRETARY OF STATE. 
Freedom of information act; how to request information 
and public records from the Secretary of State’s Office. 
1990 ed. (Springfield, 1990] 27 p. 


Public records--Illinois 
Freedom of information--Illinois 


10864 
ILLINOIS. OFFICE OF THE SECRETARY OF STATE. 
Law enforcement and the disabled. [Springfield, 1991] 
ii, 47 p. ill. 


Handicapped--legal status, laws, etc.--Illinois 


10865 
ILLINOIS. OFFICE OF THE SECRETARY OF STATE. 
1992] 
63 p. 


County government--IIlinois 


10866 
ILLINOIS. OFFICE OF THE STATE’S ATTORNEYS 
APPELLATE PROSECUTOR. Annual report. 1989/90- 
1990/91. [Springfield] 2 v. ill. 


Appellate procedure--Illinois 
Public prosecutors--Illinois 


10867 
ILLINOIS. OFFICE OF THE TREASURER. Treasurer’s 
report. 1989/90-1990/91. [Springfield] 44 p. ill. 


Finance, Public--Illinois 
Revenue--Illinois 
Expenditures, Public--Illinois 


- ILLINOIS. RESIDENTIAL SERVICES AUTHORITY. 


Anaual report. 5th; 1990/91. [Springfield] 8 p. 
Report year ends June 30. 
88-652197 
Mentally ill children--education--Illinois 


10869 
ILLINOIS. SANGAMON STATE UNIVERSITY, 


Springfield, Institute for Public Affairs. Enterprise zones 
in Illinois; a study conducted for the Illinois Tax 
Foundation [by] Kent D. Redfield [and] John F. 
McDonald. Springfield, 1991. 66 p. ill. 
Issued in cooperation with the Illinois Tax Foundation. 
92-621500 
Enterprise zones--Illinois 


10870 
SYSTEM. Financial report. 1990/91. [Carbondale] 15 p. 


State universities and colleges--finance--Illinois 


10871 
ILLINOIS. STATE ADVISORY COUNCIL ON THE 
EDUCATION OF HANDICAPPED CHILDREN. 
Annual reports. 1988/89-1989/90. [Springfield] various 
pagings. ill. 


Handicapped children—education—IIlinois 


10872 
ILLINOIS. STATE BOARD OF EDUCATION. 
Assessing reading in Illinois: school years 1987-88, 1988-89. 
(Singtel n.d.} 15 p. ill. 
head of title: The Illinois goal assessment program. 
Section I. 


Educational tests and measurements--Illinois 


‘Reading--Illinois 


10873 
ILLINOIS. STATE BOARD OF EDUCATION. Dept. of 
Directory of Illinois 


Planning, Rescarch, and Evaluation. 
nonpublic schools. 1991/92. [Springfield] xii, 44 p. 


Cover title: Iilinois nonpublic schools. 
91-662114 
Private schools--directories--Illinois 


10874 
ILLINOIS. STATE BOARD OF EDUCATION. Dept. of 
Planning, Research, and Evaluation, Illinois school report 
cards performance profiles, 1986-1991. [Springfield] 1992. 
viii, 33 p. ill. 

92-621501 
Educational tests and measurements--Illinois 
Education--statistics--Illinois 


Sy 

1117 

| 


Monthly Checklist of State Publications Vol. 83, no. 7 


10875 
ILLINOIS. STATE BOARD OF EDUCATION. Division 
of Governmental Relations, Financial aid to Illinois 
students. 11th; 1990/91. [Springfield] 145 p. 
16-641298 


Student aid--Illinois 


10876 
ILLINOIS. STATE BOARD OF ELECTIONS. County 
officers. 1992. [Springfield] 53 p. 

84-642162 
County officials and employees--directories--Illinois 


10877 
ILLINOIS. STATE EMPLOYEES’ RETIREMENT 
SYSTEM OF ILLINOIS. Component unit financial report. 
1990/91. Prepared by the Accounting Division. Springfield. 
64 p. ill. annual. 

Report year ends June 30. 

87-640413 
State officials and employees--salaries, etc.--Illinois 
State officials and employees--pensions--Illinois 


10878 
ILLINOIS. STATE GEOLOGICAL SURVEY. 
Application of old electric logs in the analysis of Aux 
Vases Sandstone (Mississippian) reservoirs in Illinois [by] 
Hannes E. Leetaru. [Champaign] 1990. 21 p. ill. (Illinois 
petroleum 134) 

92-621502 
Oil well logging, Electric--Illinois 


10879 

ILLINOIS. STATE GEOLOGICAL SURVEY. 
Construction, monitoring, and performance of two soil 
liners [by] Ivan G. Krapac [and others] Prepared in 
cooperation with the U.S. Environmental Protection 
Agency, Risk Reduction Engineering Laboratory [and] 
Illinois Hazardous Waste Research and Information 
Center. Champaign, 1991. 118 p. ill. (Environmental 
geology 141) 


Sanitary landfills--linings 


10880 

ILLINOIS. STATE GEOLOGICAL SURVEY. 
Geochemical interactions of two deep-well injected wastes 
with geological formations: long-term laboratory studies 
[by] William R. Roy [and others] Champaign, 1991. 17 p. 
ill. (Environmental geology 137) 

Issued in cooperation with the Hazardous Waste 
Research and Information Center. 

HWRIC RR 054. 


Waste disposal in the ground--IIlinois 
Injection wells--Illinois 


10881 
ILLINOIS. STATE GEOLOGICAL SURVEY. Guide to 
the geology of the Decatur area, Macon and Christian 
Counties [by] David L. Reinersten [and others] 
Champaign, 1991. 41 p. ill. (Field trip guide leaflet 1991C) 


Geology--guide-books--Illinois--Macon County 
Geology--guide-books--Illinois--Christian County 


10882 
ILLINOIS. STATE GEOLOGICAL SURVEY. Guide to 
the geology of the Pere Marquette State Park area, Jersey 
County [by] David L. Reinertsen [and] Janis D. Treworgy. 
Champaign, 1991. 34 p. ill. (Field trip guidebook 1991D) 


Geology--guide-books--Illinois--Jersey County 


10883 
ILLINOIS. STATE GEOLOGICAL SURVEY. Illinois 
geographic information system [by] Robert J. Krumm, 
Anne L. Erdmann [and] Mark G. Josely. Champaign, 1991. 
32 p. ill. (Environmental geology 140) 

92-621503 
Information storage and retrieval systems--geography-- 
Illinois 


10884 
ILLINOIS. STATE GEOLOGICAL SURVEY. Measuring 
coal seam thickness with normal-lateral electric logs [by] 
Dwain Berggren. Champaign, 1991. iv, 26 p. ill. (Illinois 
minerals 107) 


Coal--geology--Illinois 


10885 
ILLINOIS. STATE HISTORICAL SOCIETY. Divided 
kingdom; work, community, and the mining wars in the 
central Illinois coal fields during the Great Depression [by] 
Carl D. Oblinger. Springfield, 1991. xxii, 265 p. ill. 
91-76646 
Coal miners--interviews--Illinois 
Coal mines and mining--history--Illinois 
Depressions--1929--Illinois 
Social history--Illinois 


10886 
ILLINOIS. STATE LIBRARY, Springfield, Final report 
from the Task Force on Library System Transfers. 
[Springfield] 1990. 8 p. 


Library information networks--Illinois 


10887 
ILLINOIS. STATE LIBRARY, Springfield, Groundwater 
information resources; a bibliography prepared for a joint 
project on Illinois ground water protection. Sponsored [in 
cooperation with] Dept. of Energy and Natural Resources. 
[Springfield] 1991. 6 1. 


Water, Underground--bibliography--Illinois 
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10888 
ILLINOIS. STATE LIBRARY, Springfield, Illinois State 
Library recycling, 1991, prepared by Christine Henderson. 
Springfield, 1991. 4 1. 


Recycling (Waste, etc.)--bibliography 


10889 
ILLINOIS. STATE LIBRARY, Springfield. Information 
sources for career planning, prepared by Kim Bauer. 
Springfield, 1991. 4 p. 


Vocational guidance--bibliography 


10890 
ILLINOIS. STATE LIBRARY, Springfield. Shake, rattle, 
and read; a bibliography on earthquakes in Illinois, 
prepared by Margaret L. Groninger. Springfield, 1991. 5 1. 


Earthquakes--bibliography 


10891 
ILLINOIS. STATE LIBRARY, Springfield. Single 
parenting: a selected bibliography of periodical articles, 
prepared by Cheryl Goza Smith. [Springfield] 1991. 5 1. 


Single parents--bibliography 
Parenting--bibliography 


10892 
ILLINOIS. STATE LIBRARY, Springfield. Study of the 
feasibility of developing a CD-ROM network among 
multitype libraries in the Bloomington-Normal 
metropolitan area, submitted by José-Marie Gfiffiths. 
Prepared for CornBelt Library System. Knoxville, TN, 
King Research, Inc., 1991. 2, 25, 7, 11, A 41. ill. 
92-621504 
Local area networks (Computer networks)--library 
applications--Illinois 
Microcomputers--library applications--Illinois 
Optical disks--library applications 
Libraries--automation--Illinois 
CD-ROM--Illinois 


10893 
ILLINOIS. STATE MUSEUM, Springfield, Beamers, 
bobwhites, and blue-points: tributes to the career of Paul 
W. Parmalee. James R. Purdue, Walter E. Klippel [and] 
Bonnie W. Styles, editors. Springfield, 1991. ix, 436 p. ill. 
(Illinois State Museum scientific papers v. 23) 

University of Tennessee. Dept. of Anthropology. 

Report of investigations no. 52. 

92-621505 
Animal remains (Archaeology)--addresses, essays, lectures 


10894 
ILLINOIS. STATE MUSEUM, Springfield. The 
traditional potter in  nineteenth-century Illinois; 
archaeological investigations at two kiln sites in Upper 
Alton, by John A. Walthall, Bonnie L. Gums, and George 
R. Holley. [Prepared] in cooperation with the Illinois 


‘Dept. of Transportation. Springfield, 1991. vi, 68 p. ill. 


(Illinois State Museum reports of investigations no. 46) 
92-621506 

Excavations (Archaeology)--Illinois--Upper Alton 

Archaeological surveying--Illinois--Upper Alton 


10895 
ILLINOIS. STATE WATER SURVEY. Automated data 
systems for ground-water information, by Susan C. Schock 
[and others] Champaign, 1990. 20 p. (Circular 174) 


Information storage and retrieval systems--water-supply-- 
Illinois 
Water, Underground--Illinois 


10896 
ILLINOIS. STATE WATER SURVEY. The Illinois 
River: working for our State [by] Laurie McCarthy 
Talkington. Champaign [1991] 51 p. ill. (Miscellaneous 
publication 128) 

92-621507 


Rivers--Illinois River 


10897 
ILLINOIS. STATE WATER SURVEY. The new Chicago 
model: a reassessment of the impacts of Lake Michigan 
allocations on the Cambrian-Ordovician aquifer system in 
northeastern Illinois, by Stephen L. Burch. Champaign, 
1991. 52 p. ill. (Research report 119) 

92-621508 
Water, Underground--mathematical models--Illinois 


10898 
ILLINOIS. STATE WATER SURVEY. Public ground- 
water supplies in Marshall County, by Dorothy M. Woller 
[and others] Champaign, 1991. 35 p. ill. (Bulletin 60-36) 


Water, Underground--Illinois--Marshall County 
Water-supply--Illinois--Marshall County 


10899 
ILLINOIS. STATE WATER SURVEY. State Water Plan 
Task Force special report on ground-water supply and 
demand in Illinois, by Jean A. Bowman. [Champaign, 
1991] 93 p. ill. (Report of investigation 116) 
State Water Plan Task Force special report 12. 
92-621509 
Water, Underground--Illinois 
Water-supply--Illinois 
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10900 
ILLINOIS. TRANSITION COORDINATING COUNCIL. 
Annual report of the Interagency Coordinating Council. 
1st; 1991. [Springfield] 36 p. 


Handicapped youth--education--Illinois 
Handicapped youth--services for--Illinois 


10901 
er for Solid anagi 


and Research, Office of Technology Transfer, M 

solid waste composting: technologies, health = age effects 
on plant growth and yield, regulations, and descriptions of 
US. sites, by Cynthia C. Curtis, Gary R. Brenniman [and] 
William H. Hallenbeck. Chicago, 1991. vii, 80 p. ill. (OTT- 
9) 


Compost--United States 
Refuse and refuse disposal--United States 


10902 

ILLINOIS. OF ILLINOIS AT 
for Solid Waste M 

and Ressarch, Office of Technology Transfer, Used oil 
management in Illinois, by Bruce A. Hegberg, William H. 
Hallenback [and] Gary R. Brenniman. Chicago, 1991. 
vi, 107 p. ill. (OTT-10) 

92-621510 
Petroleum waste--Illinois 


10903 

ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Advanced Environmental Control 
Technology Research Center, Applications of supercritical 
fluid processing to environmental control; final report [by] 
Charles A. Eckert, Gregory W. Leman [and] David L. 
Tomasko. Urbana [1991] viii, 39 p. ill. (Publication no. 
UILU-ENG- 91-0107) 

Issued in cooperation with the Hazardous Waste 
Research and Information Center. 

Hazardous Waste Research and Information Center. 
Publication no. HWRIC TR 006. 


Supercritical fluid extraction 
Hazardous wastes 


10904 
ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Chemistry. Organic seminar 
abstracts. 1990/91, semester II; 1991/92, semester I. 
Urbana. 2 v. ill 

70-244630 
Chemistry, Organic--abstracts 


10905 
ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Calculation of 
the separation between particles in the cement hydration 
simulation model, by Leslie J. Struble. Urbana, 1992. 
vi, 63 p. ill. (Civil engineering studies, construction 
materials research series no. 2) 

UILU-ENG-92-2002. 


Cement 
Hydration 


10906 

ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Civil Engineering. Evaluation of 
a radar activated horn system for speed control in highway 
maintenance operations, by Rahim F. Benekohal [and] 
Jeffrey S. Linkenheld. Conducted for the Dept. of 
Transportation in cooperation with the Federal Highway 
Administration. [Urbana] 1990. x,301. ill. (Civil 
engineering studies, transportation engineering series 
no. 6 

cover: Project IHR-014. 

Illinois cooperative highway research program series 
no. 235) 

UILU-ENG-91-2008. 


Roads--maintenance and repair--safety measures 


10907 

ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Civil Engineering. Final summary 
report, evaluation of concrete pavements using NDT 
results, by Ernest J. Barenberg [and] Katherina A. Petros. 
Conducted by Transportation Research Laboratory in 
cooperation with Dept. of Transportation [and the Federal 
Highway Administration. Urbana] 1991. iii, 512, A14, B3 p. 
ill. (Civil engineering studies, transportation engineering 
series no. 65) 

On t.p.: Research report 512-1; project IHR-512. 

Illinois cooperative highway research program series 
no. 233. 

UILU-ENG-91-2006. 

Available from the National Technical Information 
Service, Springfield, VA 22161. 


Pavements, Concrete--testing 


10908 
ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Civil Engineering, Influence of 
the paste-aggregate interface on the permeability of 
concrete, by Ronald J. Migdal and J. Francis Young. 
Urbana, 1992. 80p. ill. (Civil engineering studies, 
construction materials research series no. 1) 
UILU-ENG-92-2001. 


Concrete--permeability--testing 
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10909 
ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Civil Engineering, Measured 
inelastic response of reinforced masonry building 
structures to earthquake motions, by Thomas J. Paulson 
and Daniel P. Abrams. A report to the National Science 
Foundation. Urbana, 1990. xii, 295 p. ill. (Civil engineering 
studies, structural research series no. 555) 
UILU-ENG-90-2013. 


Buildings--earthquake effects 
Masonry 


10910 

ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Civil Engineering, Pavement 
subbases; final report, by J. A. Crovetti [and] B. J. 
Dempsey. Conducted [in cooperation with] the Dept. of 
Transportation and the Federal Highway Administration. 
[Urbana] 1991. various pagings. ill. (Civil Engineering 
studies, transportation engineering series no. 64) 

On cover: A report of the findings of: the use of open 
graded permeable subbases for pavement design. 

Illinois cooperative highway research program series 
no. 232. 

UILU-ENG-91-2005. 


Pavements--subgrades 


10911 

ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Civil Engineering. Performance 
of resurfacing of JRCP and CRCP on the Illinois 
interstate highway system, by Joseph W. Vespa [and 
others] Conducted in cooperation with the Dept. of 
Transportation and the Federal Highway Administration. 
[Urbana] 1990. iv, 39 p. ill. (Civil engineering studies, 
transportation engineering series no. 61) 

On t.p.: Research report 517-5; a report on the 
findings of: development and field testing of an Illinois 
pavement feedback system. 

Illinois cooperative highway research program series 
no. 229. 

UILU-ENG-90-2010. 


Pavements--overlays--Illinois 
Interstate Highway System--Illinois 


10912 

ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- | 
CHAMPAIGN. Dept. of Civil Engineering, Prototype 
network pavement management system for the Illinois 
interstate highway system, by Alaeddin Mohseni, Michael 
I. Darter [and] James P. Hall. Conducted in cooperation 
with the Dept. of Transportation and the Federal Hi 
Administration. [Urbana] 1990. v, 261. ill. (Civil 
engineering studies, transportation engineering series 
no. 62) 

On t.p.: Research report 517-6; a report of the 
findings of: development and field testing of an Illinois 
pavement feedback system. 

UILU-ENG-90-2011. 

Illinois cooperative highway research program series 
no. 230) 


Pavements--overlays--Illinois 
Interstate Highway System--Illinois 


10913 

ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Civil Engineering, Survey of 
driver’s opinion about work zone traffic control on a rural 
highway, by Rahim F. Benekohal, Robin L. Orloski [and] 
Asma M. Hashmi. Conducted for the Dept. of 
Transportation in cooperation with the Federal Highway 
Administration. [Urbana] 1990. vii, 59 p. ill. (Civil 
i studies, transportation engineering series 
no. 66 

On cover: A report of the findings of: investigation of 
speed control methods in work zones. 

Illinois cooperative highway research program series 
no. 234. 
UILU-ENG-91-2007. 


Roads--maintenance and repair--safety measures 
Traffic engineering 


10914 
ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Computer Science, An analysis 
of learning to plan as a search problem, by Jonathan 
Gratch [and] Gerald DeJong. [Urbana] 1992. 15 1. ill. 
(Report no. UIUCDCS-R-92-1723) 
UILU-ENG-92-1703. 


70-649887 
Machine learning 


10915 

ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Computer Science, An 
architecture for call processing, by See-Mong Tan. 
Principal investigators: Roy Campbell and Daniel Reed. 
Urbana, 1991. viii, 68 p. ill. (Report no. UIUCDCS-R-91- 
1692) 

UILU-ENG-91-1638; TAPESTRY technical report no. 
TTR91-36. 


70-649887 
Local area networks (Computer networks) 
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10916 
ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Computer Science, COMPOSER: 
a probabilistic solution to the utility problem in speed-up 
learning [by] Jonathan Gratch and Gerald DeJong. Urbana 
[1992] 13 1. (Report no. UIUCDCS-R-92-1724) 

UILU-ENG-92-1704. 

70-649887 

Machine learning 


10917 
ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Computer Science. Edge 
insertion for optimal triangulations, by M. Bern [and 
others] Urbana, 1992. 16 1. (Report no. UIUCDCS-R-92- 
1722 

70-649887 

Computer science 


10918 
ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Computer Science, An evaluation 
of the utility of incremental reasoning in explanation-based 
learning of plans, by Steve A. Chien [and] Gerald F. 
DeJong. [Urbana] 1991. 19 1. ill. (Report no. UIUCDCS- 
R-91-1703) 

UILU-ENG-91-1750. 

70-649887 

Artificial intelligence 


10919 
ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Computer Science. Hardware 
enforced protection for object-oriented operating systems, 
by David W. Kykstra. Principal investigators: Roy 
Compbell and Daniel Reed. Urbana, 1991. 211. ill. 
(Report no. UIUCDCS-R-91-1666) 

UILU-ENG-91-1712; TAPESTRY technical report no. 

TTR91-24. 

70-649887 
Computer architecture 


10920 
ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Computer Science. 
Implementation of an incremental CAD environment, by 
Eric Byron Hoffmann. Urbana, 1992. v, 30 p. ill. (Report 
no. UIUCDCS-R-92-1718) 

UILU-ENG-92-1701. 

70-649887 

Computer-aided design 


10921 
ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Computer Science, An object- 
oriented graphics system designed for application modeling 
support: a preliminary exam statement, by Parris K. 
Egbert. Urbana, 1991. 44 p. ill. (Report no. UIUCDCS-R- 
91-1660) 
UILU-ENG-91-1707. 
Graphics Workstation Research Group technical 
report no. GWRG-91-17. 
70-649887 
Computer graphics 


10922 
ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. i Performance 
evaluation of checkpoint rollback-recovery algorithms in 
distributed systems, by William Anthony Manzo. Urbana, 
1991. viii, 112 p. ill. (Report no. UIUCDCS-R-91-1721) 

UILU-ENG-91-1767. 

10-649887 

Electronic data processing--distributed processing 


10923 
ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. _of Computer Science, 
performance of message-based applications on an object 
oriented operating system, by Nayeem Islam and Roy H. 
Campbell. Principal investigators: Roy Campbell and 
Daniel Reed. Urbana, 1991. 18 1. ill. (Report no. 
UIUCDCS-R-91-1675) 

UILU-ENG-91-1721; TAPESTRY technical report no. 

TTR91-32. 

70-649887 
Operating systems (Computers) 


10924 
ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Computer Science, Representing 
plans under uncertainty: a logic of time, chance, and 
action, by Peter Fahrid Haddawy. Urbana, 1991. ix, 158 p. 
ill. (Report no. UIUCDCS-R-91-1719) 
UILU-ENG-91-1765. 
Thesis. 
70-649887 
Artificial intelligence 


10925 

ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Computer Science, Sorted 
unification and the solution of semi-linear membership 
constraints, by Tom4s Esteban Uribe. Urbana, 1992. 
ix, 106 p. ill. (Report no. UIUCDCS-R-91-1720) 

UILU-ENG-91-1766. 

Thesis (M.S.) 


70-649887 
Artificial intelligence 
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10926 
ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. Dept. of Computer Science, Utility 
generalization and composability problems in explanation- 
based learning, by Jonathan M. Gratch [and] Gerlad F. 
DeJong. [Urbana] 1991. 20 1. ill. (Report no. UIUCDCS- 
R-91-1681) 
UILU-ENG-91-1727. 


70-649887 
Machine learning 


10927 
, ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 


CHAMPAIGN. Dept. of Political Science. Esoteric 


evidence on the "Democracies rarely fight each other?" 
phenomenon [by] Bruce Russett. [Urbana, c1992] 39 p. 
(The Edmund James Lecture) 
On t.p.: Delivered October 25, 1991. 
92-621511 
Democracy 
War 


10928 
ILLINOIS. OF AT 


45 p. 


Agriculture--study and teaching--bibliography 


10929 
ILLINOIS. UNIVERSITY OF ILLINOIS AT URBANA- 
CHAMPAIGN. r r 
Homelessness and substance abuse in Cook County; a 
report prepared for the Dept. of Alcoholism and Drug 
Abuse, by Timothy P. Johnson and Mark E. Barrett. 
[Urbana] 1991. xiii, 57 p. ill. 

92-621512 
Homelessness--Illinois--Cook County 
Substance abuse--Illinois--Cook County 


10930 
WESTERN ILLINOIS UNIVERSITY, 


Rangan. [Macomb] 1991. ii, 33 p. 
92-621513 

Banks and banking--Illinois 

Rural development--Illinois 


structure and economic | in 


areas of Illinois, by Rober Beck, William Herr and Nanda 


change, aid services in 1978-1987, 

by Fiona M. Davidson. [Macomb] 1991. v, 54 p. ill. 
92-621514 

Economic history--Illinois 

Social history--Illinois 

Social service--Illinois 


10932 
stitute for Rural Af irs, Hospital and 
health care governance: rural Illinois, "by LaVonne A. 
Straub, Poh Cing P’ng and W. Russell Wright. [Macomb] 


1991. v, 68 p. 

92-621515 
Rural health services--Illinois 
Hospitals--administration--Illinois 
Hospitals, Rural--Ilinois 


10933 
ILLINOIS. _ WESTERN UNIVERSITY, 


ianportance of leisure to satisfaction among 

rural Illinois residents, by Martin R. Botkin, Bernmard N. 

DiGrino and Paul Thistlethwaite. [Macomb] 1991. iv, 24 p. 
92-621516 

Social indicators--Illinois 

Quality of life--Illinois 

Leisure--Illinois 


INDIANA 


10934 
INDIANA. DEPT. OF HUMAN SERVICES. [The Social 
Service Block Grant (SSBG) fund: the SSBG pre- 
expenditure report and the SSBG post-expenditure report] 
Indianapolis, 1991. [14] 1. 


Block grants--Indiana 
Federal aid to public welfare--Indiana 


10935 
OF AND WILDLIFE. Non- 
Program. Non-game and 
wildlife. n.d. 10] p. ill. 


Endangered species--Indiana 
Wildlife management--Indiana 


Excerpts from the houschold credit data book, 1992. West 
Lafayette [1992] vi p. ill. 


Consumer credit--statistics--United States 
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10931 
ILLINOIS. WESTERN ILLINOIS UNIVERSITY, 3 
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INDIANA. PURDUE UNIVERSITY, Lafayette. Krannert 
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10937 
IOWA. BUREAU OF REFUGEE SERVICES. Effective 
communication: providing services with an interpreter [by] 
Dena M. Gray Raske. Rev. Des Moines, 1991. 9 p. ill. 


Translators--lowa 


10938 
IOWA. BUREAU OF REFUGEE SERVICES. 
Humanitarian parole: a last hope - issue brief, by Dena M. 
Gray Raske. Des Moines, 1991. 29 p. + 


Refugees 


10939 
IOWA. BUREAU OF REFUGEE SERVICES. 
Introduction to the Bureau of Refugee Services. Des 
Moines [n.d.] 8 p. ill. 


Refugees--services for--lowa 


10940 
IOWA. BUREAU OF REFUGEE SERVICES. Refugee 
program briefing packet. Des Moines [n.d.] 10, 8,61.+ ill. 


Refugees--services for--lowa 


10941 
IOWA. BUREAU OF REFUGEE SERVICES. Video 
resources. [Des Moines] 1991. 6 1. ill. 


Refugees--services for--video catalogs 


10942 
IOWA. COMMISSION ON THE STATUS OF WOMEN. 
Annual report. 20th; 1992. [Des Moines] 29 p. 

16-642387 


Women’s rights--lowa 


10943 
IOWA. DEPT. OF EDUCATION. Iowa, a place to grow 
healthy; a comprehensive school health initiative. [Des 
Moines] 1991. 10 pieces in portfolio. ill. 


School children--health and hygiene--lowa 


10944 
IOWA. DEPT. OF HUMAN SERVICES. Analysis of 
county prior expenditures, prepared under contract to 
Center for Health Policy Studies. Falls Church, VA, 
Maximus, Inc., 1988. 2 v. ill. 
On t.p. of v. 1: Analysis and recommendations. 
On t.p. of v. 2: For fiscal years 1984-1987. 
92-621540 
Public welfare--finance--Ilowa 


10945 
IOWA. DEPT. OF HUMAN SERVICES. 
jon, Institutional patient resident 
information system, statewide four year plan. [Des Moines] 
1988. various pagings. 


Administrative agencies--automation--planning--lowa 
Corrections--automation--planning--Iowa 
Electronic data processing--planning--lowa 


10946 
IOWA. DEPT. OF INSPECTIONS AND APPEALS. 
Annual report. 1990/91. [Des Moines] 29 p. ill. 
89-648039 


Administrative procedure--Iowa 


10947 
IOWA. DEPT. OF NATURAL RESOURCES. Annual 
report: registry of hazardous waste or hazardous substance 
disposal sites & hazardous waste remedial fund. 1991. [Des 
Moines] 2 v. 
Vol. 1 is ill. 
Vol. 2 has also a distinctive title: Appendix. 


Hazardous waste sites--lowa 


10948 
IOWA. DEPT. OF NATURAL RESOURCES. Celebrate 
nongame, text by Laura Spess Jackson. Boone [n.d.] 
poster. ill. 


Wildlife management--Iowa 


10949 

IOWA. GEOLOGICAL SURVEY BUREAU. Time of 
travel and dispersion in a selected reach of Roberts Creek, 
Clayton County, Iowa, by D.W. Kolpin and S.J. Kalkhoff. 
Prepared in cooperation with the U.S. Geological Survey. 
Iowa City, 1992. iv,16p. ill. (Water-resources 
investigations report 91-4145) 

Available by purchase from: U.S. Geological Survey, 
Books and Open-File Reports, Denver Federal Center, 
Box 25425, Denver, CO 80225. 


Stream measurements--Iowa--Clayton County 


10950 
IOWA. HIGHWAY DIVISION. Development of an 
expert system for forecasting frost on bridges and 
roadways in Iowa, Iowa Department of Transportation 
research project HR-305; final report [by] Eugene S. 
Takle. Ames, 1991. 21 1. ill. 


Frost--forecasting--computer programs--Iowa 
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10951 

IOWA. HIGHWAY DIVISION. Evaluation of an 
international barrier corporation barrier; final report for 
Iowa Department of Transportation project HR-532, by 
Vernon J. Marks. Ames, 1990. 8 p. ill. 

Issued in cooperation with the Federal Highway 
Administration. 

Project LA-86-06. 


Roads--guard fences 


10952 
IOWA. HIGHWAY DIVISION. Field evaluation of cold 
in-place recycling of asphalt concrete; construction report 
for Highway Research Advisory Board project HR-303, by 
Robert Gumbert and Gary Harris. Ames, 1990. 35 p. ill. 


Pavements, Asphalt concrete 


10953 
IOWA. HIGHWAY DIVISION. Low cost fly ash - sand 
stabilized roadway; final report, Highway Research 
Advisory Board project HR-259, by S.J. Klassen and Gary 
Harris. Ames, 1991. 32 p. ill. 
On cover: Des Moines County. 


Roads--base courses 


10954 
IOWA. HIGHWAY DIVISION. Low modulus hot pour 
joint sealant for ACC pavements: final report for Iowa 
DOT project HR-534 included in lowa DOT maintenance 
project MP-80-1(4)174--76-50, Federal Highway 
Administration experimental project IA 86-08, by 
Vernon J. Marks. Ames, 1990. 4 p. 


Pavements--cracking 


10955 
IOWA. HIGHWAY DIVISION. Performance of concrete 
bridge deck overlays; final report for lowa Department of 
ae an project HR-501, by Chris Anderson. Ames, 
1990. 55 p. ill. 


Bridges, Concrete 
Bridges--floors 


10956 
IOWA. HIGHWAY DIVISION. Thin bonded concrete 
overlay with fast track concrete; final report for Iowa 
Department of Transportation project HR-351, by George 
Calvert, OJ. (John) Lane, Jr., and Chris Anderson. Ames, 
1990. 33 p. ill. 


Issued in cooperation with the Federal Highway 
Administration. 


Pavements--overlays 


10957 
IOWA. HIGHWAY DIVISION. 
Interstate maintenance guidelines. [Ames] 1991. 23 p. + 
ill. 


Roads--maintenance and repair--lowa 
Interstate Highway System 


10958 
IOWA. HIGHWAY DIVISION. Office of Maintenance. 
Report on traffic control plan reviews. [Des Moines] 1991. 
ii, 133 p. ill. 


Traffic engineering--lowa 


10959 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. 1992 Iowa commercial tree fruit spray guide 
[prepared by Mark L. Gleason and others] Ames, 1992. 
42 p. ill. (Pm-1282 
Iowa commercial fruit and vegetable production. 


Spraying and dusting in agriculture--lowa 


IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, 


Ames. Cooperative Extension 
Service, Administrative rules for a planning and zoning 
commission and staff - an example. Ames, 1992. [4] p. 
(Pm-1473) 


Zoning--Ilowa 


10961 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service, Administrative rules for boards of adjustment - an 
example. Ames, 1992. [4] p. (Pm-1472) 


Zoning--lowa 


10962 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. Building energy-efficient new houses [prepared by 
Dean R. Prestemon and Tom Greiner. Edited by Laura 
Sternweis. Rev. Ames, 1992. [4] p. ill. (Pm-790) 


Dwellings--energy conservation 


10963 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. A consumer’s wrap-up on packaging [by Janis 
Stone and Patricia Redlinger. Edited by Laura Sternweis] 
Ames, 1991. [4] p. ill. (Pm-1449) 


Packaging 
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10964 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. Daily food guide, by Elisabeth Schafer and Diane 
Nelson. Ames, 1992. [2] p. ill. (Pm-1468) 


Nutrition 


10965 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. Feline leukemia [prepared by Loren A. Will] 
Ames, 1992. [3] p. ill. (Pm-925-19) 
Companion pets fact sheet no. 19. 


Feline leukemia 


10966 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. A financial profile of Iowa farm businesses, 1991 
[prepared by Deana M. Biedenbach and Robert W. Jolly. 
Edited by Del Marks] Ames, 1992. 40 p. (Pm-1466) 

92-621541 
Agriculture--economic aspects--lowa 


10967 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. Forward pricing of livestock: basis for choice 
steers [prepared by Gene Futrell and Steve Monson] Rev. 
Ames, 1990. [2] p. ill. (Pm-1075g) 


Cattle trade--Iowa 


10968 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. Forward pricing of livestock: basis for live hogs 
[prepared by Gene Futrell and Steve Monson] Rev. Ames, 
1990. [2] p. ill. (Pm-1075f) 


Pork industry and trade--lowa 


10969 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. Growing older: ‘physical changes in yourself and 
those you love [by Virginia Molgaard] Ames, 1991. [4] p. 
ill. (Pm-1440b) 


Aging 


10970 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service, Insect pest management in Iowa for 1992 
[prepared by Ken Holscher and others] Rev. Ames, 1992. 
62 p. ill. (IC-328) 


Insect pests--control 


IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service, Integrated Farm Management Demonstration 
Program: 1991 progress report. Editor: Marilyn Vaughan. 
[Ames, 1992] various pagings. ill. (Pm-1467) 


Farm management--lowa 


10972 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. Intensive aquaculture systems [by Joseph E. 
Morris] Ames, 1991. [3] p. ill. (Pm-1352f) 
Managing Iowa fisheries. 


Aquaculture--lowa 


10973 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. lowa commercial small fruit & grape spray guide, 
1992 [prepared by Mark L. Gleason and others] Ames, 
1992. ii, 30 p. (Pm-1375) 
Iowa commercial fruit production. 


Spraying and dusting in agriculture--Iowa 


10974 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. Iowa families profile [by Karen Shirer and Laura 
Sternweis] Rev. Ames, 1991. folder. ill. (Pm-1409) 


Social history--lowa 
Family--Iowa 


10975 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. Municipal zoning in Iowa: an explanation of 
Chapter 414 of the Iowa code. Ames, 1992. 12 p. 
(Pm-1469) 


Zoning--lowa 
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10976 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. Powers of the board of adjustment. Ames, 1992. 
[4] p. (Pm-1470) 


Zoning--Ilowa 


10977 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. Raccoons [prepared by Jon Judson, William Clark, 
and James Pease. Edited by Mark Jost and Melva 
Berkland] Ames, 1991. 8 p. ill. (Pm-1302e) 
Managing Iowa wildlife. 


Raccoons--Ilowa 


10978 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. Reduce fires with electrical safety [prepared by 
Charles V. Schwab, James F. Westphal, and Laura Miller] 
Ames, 1992. [2] p. (Pm-1265a) 
Safe farm: promoting agricultural health & safety. 


Electricity in agriculture 


10979 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Am 
Service. Shopping strategies to stretch your budget, written 
by Patricia Relinger and Diane Nelson. Ames, 1992. [1] 1. 
(N-3276) 


Finance, Personal 


10980 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. Statutory powers of boards of adjustment to grant 
variances and special exceptions. Ames, 1992. [2] p. 
(Pm-1471) 


Zoning--lowa 


10981 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. Teaching children about food safety - a guide for 
child care providers [by Carol L. Hans and Diana Nelson] 
Ames, 1991. [4] p. ill. (Pm-1464) 


Food handling 


10982 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service, Tilapia culture in Iowa [by Joseph E. Morris] 
Ames, 1991. [3] p. ill. (Pm-1352g) 
Managing Iowa fisheries. 


Tilapia 


10983 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service, Transferring ownership of farm machinery 
[prepared by William Edwards] Ames, 1991. [2] p. ill 
(Pm-1450) 
Machinery management series. 


Agricultural machinery 


10984 
IOWA. IOWA STATE UNIVERSITY OF SCIENCE 
AND TECHNOLOGY, Ames. Cooperative Extension 
Service. Youth and 4-H sheep project [by James B. 
Outhouse, Valynnda Fairchild Stack, and Rex D. Warner] 
Ames, 1991. 29 p. ill. (4-H 704) 


Four-H club projects 


10985 
IOWA. JOB SERVICE OF IOWA. Wage survey for 
Adams County. Corning, 1991. [19] 1. 


Wages--Iowa--Adams County 


10986 
IOWA. JOB SERVICE OF IOWA. Wage survey for 
Audubon County. Carroll, 1991. [19] 1. 


Wages--Iowa--Audubon County 


10987 
IOWA. JOB SERVICE OF IOWA. Wage survey for Floyd 
County. Mason City, 1991. unpaged. 


Wages--Iowa--Floyd County 


10988 
IOWA. LABOR MARKET INFORMATION UNIT. Iowa 
population projections, labor force projections, 1993 and 
1996. Des Moines, 1992. i, 150 p. ill. 

92-621542 
Population forecasting--statistics--lowa 
Employment forecasting--statistics--lowa 


10989 
IOWA. [LEGISLATIVE INFORMATION OFFICE] 1993 
congressional districts. [Des Moines, n.d. 1] 1. ill. 


Election districts--lowa 


1128 


Monthly Checklist of State Publications Vol. 83, no. 7 


10990 
IOWA. [LEGISLATIVE INFORMATION OFFICE] 1993 
House districts. [Des Moines, n.d. 1] 1. ill. 


Election districts--lowa 


10991 
Senate districts. [Des Moines, n.d. 1] 1. ill. 


Election districts--Ilowa 


10992 
IOWA. LEGISLATIVE SERVICE BUREAU. House 
redistricting plan. [Des Moines] 1991. [1] 1. ill. 


Election districts--lowa 


10993 
IOWA. LEGISLATIVE SERVICE BUREAU. Senate 
redistricting plan. [Des Moines] 1991. [1] 1. ill. 


Election districts--Iowa 


10994 
IOWA. MATERNAL AND CHILD HEALTH 
BUREAU. Iowa adolescent health care needs: into the 
1990s. Des Moines [n.d.] various pagings. ill. 
On t.p.: 1989/90. 
92-621543 
Youth--health and hygiene--lowa 


10995 
IOWA. [MOTOR VEHICLE DIVISION] Office of Driver 
Services. Older driver profile, 1987-1988. [Des Moines] 
1989. 10, A 2 p. illl. 

92-621544 
Aged automobile drivers--statistics--lowa 


10996 
IOWA. OFFICE OF TRANSPORTATION 
INVENTORY. Iowa urban areas population of 5000 and 
over as of January 1, 1991. [Prepared in cooperation with 
“y US. Dept. of Transportation. Ames, 1990] unpaged. 


92-621545 
Road maps--Iowa 


10997 
IOWA. OFFICE OF VEHICLE REGISTRATION. 
Vehicle fleet summary. 1988-89. Des Moines. 2 v. ill. 


Motor vehicles--registration and transfer--statistics--lowa 


10998 
IOWA. STATE BOARD OF REGENTS. Budget requests 
and report for the biennium: State University of Iowa, 
Iowa State University, University of Northern Iowa, Iowa 
School for the Deaf, Iowa Braille and Sight Saving School, 
Board of Regents Office. 1991/92-1992/93. Des Moines. 
232 p. ill. 

Combined report. 

76-641316 
State universities and colleges--finance--Iowa 
Public institutions--finance--Iowa 
Deaf--institutional care--lowa 
Blind--institutional care--Iowa 


10999 
IOWA. STATE LIBRARY OF IOWA. Services of the 
State Library of Iowa. [Des Moines, n.d.] 12 pieces in 
portfolio. 


State libraries--Iowa 


11000 
IOWA. UNIVERSITY OF IOWA, Iowa City. University 
jeni Annual report. 1990/91. [Iowa City] 
xxiv, 111 p. ill. 
87-645060 
Medical laboratories--lowa 


KANSAS 


11001 
KANSAS. DEPT. ON AGING. A caregiver’s guide for 
Alzheimer’s and related disorders, prepared by Candace 
Davis [and others. Topeka, 1991] v, 66 p. ill. 
Issued in cooperation with the Kansas State 
University, Cooperative Extension Service. 


Alzheimer’s disease 


11002 
KANSAS. DIVISION OF THE BUDGET. Governor’s 
budget report. 1992/93. [Topeka] 2 v. annual. 
Vol. 1 is ill. 
27-27082 
Budget--Kansas 


11003 
KANSAS. DIVISION OF THE BUDGET. The 
Governor’s economic and demographic report, 1991-1992 
[by Darwin Daicoff, Jarvin Emerson, and Teresa 
Floerchinger. Topeka] 1992. 48 p. ill. 

92-621539 
Economic history--statistics--Idaho 
Population--statistics--Idaho 


11004 
KANSAS. GOVERNOR. The Governor’s legislative 
message. 1992. [Topeka] 25 p. annual. 

82-642461 
Budget--addresses, essays, lectures--Kansas 
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11005 
KANSAS. KANSAS STATE UNIVERSITY, 
Cooperative Extension Service, Africanized honey bees [by 
Gary R. Ross and H. Leroy Brooks. Manhattan, 1991. 
2] p. ill. (L-843) 


11066 
KANSAS. KANSAS STATE UNIVERSITY, Manhattan, 
Cooperative Extension Service, Automotive products. 
[Manhattan, 1991] folder. ill. (L-825) 


Recycling (Waste, etc.) 


11007 
KANSAS. KANSAS STATE UNIVERSITY, Manhattan. 
Cooperative Extension Service, Caring for stored grain in 
Kansas [by Randall A. Higgins, Joseph P. Harner III, and 
Robert W. Schoeff] Manhattan [1991] folder. ill. (L-840) 


Grain--storage--diseases and injuries--Kansas 


11008 
KANSAS. KANSAS STATE UNIVERSITY, Manhattan, 
Cooperative Extension Service. Developing a community 
forestry program [by James J. Nighswonger] Manhattan 
[1991. 2] p. (L-833) 


Community forests 


11009 
KANSAS. KANSAS STATE UNIVERSITY, Manhattan. 
Cooperative Extension Service, Developmental milestones: 
a guide for parents, the 1st year [by Joyce Powell and 
Charles A. Smith] Manhattan [1991] folder. (L-834) 


Child development 


11010 
KANSAS. KANSAS STATE UNIVERSITY, Manhattan. 
Cooperative Extension Service. Developmental milestones: 
a guide for parents, the 2nd year [by Joyce Powell and 
Charles A. Smith] Manhattan [1991] folder. (L-835) 


Child development 


11011 
KANSAS. KANSAS STATE UNIVERSITY, Manhattan. 
Cooperative Extension Service, Developmental milestones: 
a guide for parents, the 3rd year [by Joyce Powell and 
Charles A. Smith] Manhattan [1991] folder. (L-836) 


Child development 


11012 
KANSAS. KANSAS STATE UNIVERSITY, Manhattan, 
Cooperative Extension Service, Developmental milestones: 
a guide for parents, the 4th year [by Joyce Powell and 
Charles A. Smith] Manhattan [1991] folder. (L-837) 


Child development 


Cooperative Extension Service, 
a guide for parents, the Sth year [by Joyce Powell and 
Charles A. Smith] Manhattan [1991] folder. (L-838) 


Child development 
11014 
KANSAS. KANSAS STATE UNIVERSITY, 


Manhattan. 
Cooperative Extension Service, The dict and cancer 
connection [by Mary P. Clarke. Manhattan, 1992] 6 p. ill. 
(L-846) 


Cancer--nutritional aspects 


C cag 
communities through tourism - Kenneth B. Albright. 
Manhattan, 1991. 15] p. ill. (L-839) 


Tourist trade--Kansas 


Cooperative Extension Service, 
[by Martha L. "Marty" Leibhart. memo 1991, 4 
(L-832 
Community development series. 
Charitable uses, trusts, and foundations 


11017 
KANSAS. KANSAS STATE UNIVERSITY, Manhattan. 
Cooperative Extension Service, Kansas extension: your link 
to tomorrow. [Manhattan, 1991] folder. ill. (L-844) 


Agricultural extension work--Kansas 


11018 
KANSAS. KANSAS STATE UNIVERSITY, Manhattan. 
Cooperative Extension Service, Kansas steer futurities: an 
analysis of the retained ownership program [by Danny D. 
Simms, Albert G. Maddux, and James Mintert] Manhattan 
[1991. 9] p. ill. (C-725) 


Cattle trade--Kansas 


1129 

KANSAS. KANSAS STATE UNIVERSITY, Manhattan, a: 

KANSAS. KANSAS STATE UNIVERSITY, Manhattan, s 

11016 

KANSAS. KANSAS STATE UNIVERSITY, Manhattan, : 
| Ip 
P- 
| : 
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11019 
KANSAS. KANSAS STATE UNIVERSITY, Manhattan. 
Cooperative Extension Service, Learning to ‘live through 


loss: grief and the mourning progress [by Carolyn S. 
Wilken. Manhattan, 1991] folder. (L-842) 


Grief 


11020 

KANSAS. KANSAS STATE UNIVERSITY, Manhattan, 
Cooperative Extension Service, Paint and solvents. 
[Manhattan, 1991] folder. ill. (L-826) 


Recycling (Waste, etc.) 


11021 
KANSAS. KANSAS STATE UNIVERSITY, 
Cooperative Extension Service, Resources for 
Ryan D. Hobson and Steven W. Ruggles} Manhattan 
[1991] 11 p. (C-724) 


Recycling (Waste, etc.) 


11022 
KANSAS. KANSAS STATE UNIVERSITY, Manhattan. 
Cooperative Extension Service. Stocker cattle management 
and nutrition [by Brittany J. Bock and others. Manhattan, 
1991] 16 p. ill. (C-723) 


Cattle trade--Kansas 


11023 
KANSAS. KANSAS STATE UNIVERSITY, Manhattan. 


Cooperative Extension Service. Strategic planning for 

community development [by David L. Darling, Jr. and 

Steven G. Bittel. Manhattan, 1991] folder. ill. (L-830) 
Community development series. 


Community development 


11024 
KANSAS. KANSAS STATE UNIVERSITY, 


Manhattan. 
Cooperative Extension Service, Using household products 
wisely. [Manhattan, 1991] folder. (L-827) 


Hazardous substances 


11025 
KANSAS. KANSAS STATE UNIVERSITY, 


Manhattan. 
Cooperative Extension Service, Using pesticides safely. 
[Manhattan, 1991] folder. ill. (L-828) 


Pesticid 


11026 
KANSAS. KANSAS STATE UNIVERSITY, Manhattan, 
Cooperative Extension Service, Your wishes made known: 
the living will and medical durable power of attorney [by 
Joyce E. Jones and Carolyn S. Wilken] Manhattan [1991] 
11 p. (C-722) 


Right to die 


11027 
KANSAS. KANSAS TURNPIKE AUTHORITY. Annual 
report. 39th; 1991. [Wichita] 36 p. ill. 

56-62977 


Toll roads--Kansas 
Express highways--Kansas 


KENTUCKY 


11028 
KENTUCKY. 1990 statewide benefit and salary survey. 
[Frankfort, n.d.] 219 p. ill. 


State officials and employees--salaries, etc.--Kentucky 


11029 
KENTUCKY. ATTORNEY GENERAL'S TASK FORCE 
ON ELECTION FRAUD. Attorney General’s Task Force 
on Election Fraud: report. Submitted by: Hiram Ely III. 
[Lexington, 1988] 60 1. 

92-621556 


Elections--corrupt practices--Kentucky 
Politics, Practical--Kentucky 


11030 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the ... audit of the Bond Pool Commission for 
the year ended June 30, 1990. [Frankfort, 1992] 14 1. 


Auditing--Kentucky 


11031 
KENTUCKY. AUDITOR OF PUBLIC ACCOUNTS. 
Report of the... audit of the personnel and payroll 
function, made as part of the statewide single audit of the 
Commonwealth of Kentucky for the year ended June 30, 
1990. [Frankfort, 1992] 19 1. 


Auditing--Kentucky 


11032 
KENTUCKY. BOARD OF NURSING. Guidelines for 
continuing education providers. Rev. Louisville, 1988. 
iii, 14, 20, 18, 8, 11 p. 


Nursing--Kentucky 


Me 
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11033 
KENTUCKY. CHILD SUPPORT ENFORCEMENT 
COMMISSION. Annual report. August 15, 1990. 
[Frankfort] 36 p. ill. 


Child support--Kentucky 


11034 
KENTUCKY. COMMISSION ON HUMAN RIGHTS. 
The status of women in Kentucky State agencies, tenth 
report [by James S. Rector] Louisville [n.d.] iii, 60 p. ill. 
(Staff report 91-12) 

92-621557 
Women in the civil service--salaries, etc.--Kentucky 
State officials and employees--salaries, etc.--Kentucky 


11035 
KENTUCKY. COUNCIL ON HIGHER EDUCATION. 
1982-1991 Kentucky institutions of higher education, 
information digest. Frankfort, 1992. xiii, 94 p. ill. 
92-621558 
State universities and colleges--statistics--Kentucky 


11036 
KENTUCKY. COUNCIL ON HIGHER EDUCATION. 
P.EP.P -the Professional Education Preparation Program; 
annual report. Frankfort, 1992. 52 p. 


Dental students--Kentucky 
Medical students--Kentucky 


11037 
KENTUCKY. DEPT. OF AGRICULTURE. Kentucky 
hay testing program. [Frankfort, n.d. 7] p. ill. 


Hay--Kentucky 


11038 
KENTUCKY. DEPT. OF AGRICULTURE. The 
Louisville commodities cookbook, prepared by the 
Louisville Commodity Supplemental Feeding Program. 
[Frankfort, n.d.] 72 p. 


Cookery 

11039 
KENTUCKY. DEPT. OF AGRICULTURE. Division of 
Shows and Fairs. Kentucky 4H & FFA beef heifer shows; 
general rules, 1992. [Frankfort, n.d.] 14 p. ill. 


Agricultural exhibitions--Kentucky 


11040 
KENTUCKY. DEPT. OF EDUCATION. C.L.LP. 
Chemistry Lab Implementation Project; a model set of 
laboratory investigations for the introductory high school 
chemistry course, produced by the Kentucky Science and 
Technology Council, Inc. [Frankfort, c1991] various 
pagings. ill. 


Chemistry--laboratory manuals 


11041 
KENTUCKY. DEPT. OF EDUCATION. The head start 
collaboration report, compiled and coordinated by Connie 
Jo Smith and Becky Bennett. [Frankfort] 1992. 33, 12 1. + 
ill. 


Issued in cooperation with the Kentucky Head Start 
Collaboration Project and Training and Technical 
Assistance Services. 

92-621559 
Head Start programs--Kentucky 
Socially handicapped children--education (preschool)-- 
Kentucky 


11042 
KENTUCKY. DEPT. OF FISH AND WILDLIFE 
RESOURCES. Kentucky trout waters. Frankfort [n.d.] 
folder. ill. 


Trout fishing--Kentucky 


11043 

KENTUCKY. DEPT. OF HIGHWAYS. Division of 
Planning, General highway map[s] ... Kentucky. Prepared 
in cooperation with the Federal Highway Administration. 
[Frankfort] 1992. maps on sheets 46 x 71 cm. or smaller. 

Each sheet covers a county. 

Available by purchase from: Dept. of Highways, Map 
Sales, Frankfort, KY 40622. 


Road maps--Kentucky 


11044 
KENTUCKY. DEPT. OF LOCAL GOVERNMENT. 
1992-93 action program for outdoor recreation, 
Commonwealth of Kentucky. [Frankfort] 1992. 51 p. 


Outdoor recreation--planning--Kentucky 


11045 
KENTUCKY. DEPT. OF PERSONNEL. Annual report 
of the Department of Personnel. 1990/91. Frankfort. 10 1. 
Caption title. 
75-640922 
Civil service--Kentucky 


1131 

' 

By 

| 

j 

2 

j 


Monthly Checklist of State Publications Vol. 83, no. 7 


11046 
KENTUCKY. DIVISION OF TEACHER EDUCATION 
AND CERTIFICATION. Report of the Teacher 
Preparation Evaluation Audit Committee to the Education 
Professional Standards Board, 1991, concerning Northern 
Kentucky University and the University of Kentucky. 
[Frankfort] 1991. 32 p. 
On cover: Appendix 3. 


Teachers colleges--Kentucky--Lexington 
Teachers colleges--Kentucky--Highland Heights 


11047 
KENTUCKY. GEOLOGICAL SURVEY. Kentucky 
Geological Survey 5-year plan, 1991-1996. Lexington, 1991. 
104 p. ill. 
On cover: A plan for the future. 
92-621560 
Geology--research--planning--Kentucky 


11048 
KENTUCKY. GOVERNOR’S OFFICE FOR COAL 
AND ENERGY POLICY. Identification of barriers to the 
use of atmospheric fluidized bed combustion in Kentucky. 
[Frankfort] 1990. 19, B 16 p. + ill. 
Issued in cooperation with the U.S. Dept. of Energy, 
Office of Fossil Fuels. 


Fluidized-bed combustion--Kentucky 


11049 
KENTUCKY. GOVERNOR’S OFFICE FOR COAL 
AND ENERGY POLICY. Kentucky coal facts; 1991-92 
pocket guide. Prepared [in cooperation with] the 
Coal Association. [Frankfort, 1991] 45 p. ill. 
Free. 
92-621561 
Coal mines and mining--statistics--Kentucky 


11050 
KENTUCKY. HIGHER EDUCATION ASSISTANCE 
AUTHORITY. Annual report, KHEAA-KHESLC. 1991. 
[Frankfort] 16 p. ill. 

87-640965 
Student financial aid administration--Kentucky 


11051 

KENTUCKY. LAWS, STATUTES, ETC. Kentucky 
revised statutes; annotated official edition containing rules 
of the Kentucky Supreme Court in effect as of January 1, 
1992 and rules of Federal courts sitting in Kentucky in 
effect as of January 1, 1992: Kentucky rules annotated, 
1992-1993. Charlottesville, VA, Miche Company [c1992] 
v, 1405 p. j 


Statutes--Kentucky 


72-25303 


11052 
KENTUCKY. LEGISLATIVE RESEARCH 
COMMISSION. Court costs and related fees [by] Norman 
Lawson [and] Jerry Bailey. [Frankfort] 1992. 87 p. 
(Research memorandum no. 456) 


92-621562 
Costs (Law)--Kentucky 


11053 
KENTUCKY. LEGISLATIVE RESEARCH 
COMMISSION. Demographic trends as they affect the 

workforce, Vinson Straub and Linda 

Bussell. Frankfort, 1992. iv, 75 p. ill. (Research report 
no. 255) 

92-621563 
Employment forecasting--Kentucky 
Labor supply--Kentucky 
Population forecasting--Kentucky 


11054 
KENTUCKY. LEGISLATIVE RESEARCH 
COMMISSION. Final reports of the interim joint, special, 
and statutory committees, presented to the Legislative 
Research Commission and the 1992 Kentucky General 
Assembly. Edited by Charles Bush. 1990/91. Frankfort. 
iv, 317 p. (Informational Bulletin no. 181) 

80-641067 
Legislative reporting--Kentucky 


11055 
KENTUCKY. LEGISLATIVE RESEARCH 
COMMISSION. Issues confronting the General Assembly: 
a supplement. 1992. Edited by Charles Bush. Frankfort. 
i, 25 p. (Informational bulletin no. 180) 


Legislation--Kentucky 

11056 
KENTUCKY. LEGISLATIVE RESEARCH 
COMMISSION. Kentucky congressional districts. [Rev. 
Frankfort, 1992. 1] 1. ill. 


Election districts--Kentucky 


11057 
KENTUCKY. LEGISLATIVE RESEARCH 
COMMISSION. Kentucky General Assembly, House of 
Representatives. [Rev. Frankfort] 1992. [1] 1. ill. 


Election districts--Kentucky 


11058 
KENTUCKY. LEGISLATIVE RESEARCH 
COMMISSION. Kentucky General Assembly, Senate 
districts. [Frankfort] 1992. [1] 1. ill. 


Election districts--Kentucky 
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11059 
KENTUCKY. LEGISLATIVE RESEARCH 
COMMISSION. Report of the 1990-1991 Camp Ground 
Lake Task Force. [Frankfort] 1992. 2 p. (Research 
memorandum no. 459) 


Flood control--Kentucky--Washington County 
Flood control--Kentucky--Nelson County 


11060 
KENTUCKY. LEGISLATIVE RESEARCH 
COMMISSION. Report of the Task Force on Alcohol and 
Drug Use During Pregnancy. [Frankfort] 1992. 30 p. ill. 
(Research memorandum no. 457) 

92-621564 
Pregnant women--alcohol use--Kentucky 
Pregnant women--drug use--Kentucky 


11061 
KENTUCKY. LEGISLATIVE RESEARCH 
COMMISSION. Trends affecting the Commonwealth; 
identified from the LRC Scanning Program, August 1990 - 
July 1991. Frankfort, 1991. vi, 18 p. (Informational 
bulletin no. 179) 
On cover: A supplement to Kentucky horizons. 


92-621565 
Social history--Kentucky 


11062 
KENTUCKY. OFFICE OF THE ATTORNEY 
GENERAL. Adult abuse, neglect, and exploitation: a 
medical protocol for health care providers and community 
service agencies. [Frankfort] 1991. ii, 255 p. ill. 


Family violence--Kentucky 
Aged--abuse of--Kentucky 
Handicapped--abuse of--Kentucky 


11063 
KENTUCKY. OFFICE OF THE ATTORNEY 
GENERAL. Reporting child abuse & neglect: an 
educator’s guide. [2d ed. Frankfort, 1991. 27 p. 
Issued in cooperation with the Child Victims’ Trust 
Fund of Kentucky. 


Child abuse--Kentucky 


11064 
KENTUCKY. PUBLIC SERVICE COMMISSION. 
Biennial report. 28th; 1989/91. [Frankfort] 14, v p. + ill. 
38-28710 
Public utilities--Kentucky 


11065 
KENTUCKY. STATE JOB TRAINING 
COORDINATING COUNCIL. Job Training Partnership 
Act: annual report to the Governor. 1989/90. [Frankfort, 
Cabinet for Workforce Development, Office of 
Communications Services] 28 p. ill. 

Report year ends June 30. 


Occupational training--Kentucky 
Manpower policy--Kentucky 


LOUISIANA 


11066 
LOUISIANA. AGRICULTURAL EXPERIMENT 
STATION, Baton Rouge. Lacassine: a semidwarf long- 
grain rice variety [by] S.D. Linscombe [and others. Baton 
Rouge] 1992. 8 p. (Bulletin no. 831) 


Rice--varieties 


11067 
LOUISIANA. AGRICULTURAL EXPERIMENT 
STATION, Baton Rouge. ‘LHT24’ a new heat tolerant 
tomato germplasm [by] H.Y. Hanna, AJ. Adams, and L.L. 
Black. [Baton Rouge] 1992. [2] p. (Circular 131) 


Tomatoes--varieties 

11068 
LOUISIANA. AGRICULTURAL EXPERIMENT 
STATION, Baton Rouge. Performance of corn and grain 
sorghum hybrids in Louisiana. 1991. [Baton Rouge] 41 p. 
ill. (LAES mimeo series no. 61) 


Hybrid sorghum--Louisiana 
Hybrid corn--Louisiana 


11069 
LOUISIANA. AGRICULTURAL EXPERIMENT 
STATION, Baton Rouge. The relationship between fungal 
population development and root damage of cold-stored 
longleaf pine seedlings [by] John P. Jones [and others. 
Baton Rouge] 1992. 23 p. ill. (Bulletin no. 832) 


Longleaf pine 


11070 
LOUISIANA. DEPT. OF EDUCATION. Accept the 
challenge, MOVE (meaningful opportunities in volunteer 
experiences); calendar of events, program of work, 1990- 
1991. [n.p.] Louisiana Future Homemakers of America 
[n.d. 19] p. ill. 


Home economics 
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11071 
LOUISIANA. DEPT. OF EDUCATION. Louisiana 
progress profile; school-level reports 1990-91. [Baton 
Rouge, n.d.} 5 v. ill 

92-621566 
Educational tests and measurements--Louisiana 


11072 
LOUISIANA. DEPT. OF STATE CIVIL SERVICE. Job 
evaluation changes. Baton Rouge, 1992. [10] p. (General 
circular 1048) 


Civil service positions--Louisiana 


11073 
LOUISIANA. DIVISION OF ARCHAEOLOGY. 
Louisiana archaeology week 1989, September 25 - 
October 1. [Baton Rouge, n.d. 2] p. 


Archaeology--Louisiana 
Promotion of special events--Louisiana 


11074 
LOUISIANA. LAWS, STATUTES, ETC. Registration law 
for professional engineers and land surveyors, Louisiana 
revised statutes 37:681 through 37:703. [Baton Rouge] 
Board of Registration for Professional Engineers and Land 
Surveyors, 1991. 14 p. 


Engineers--legal status, laws, etc.--Louisiana 
Surveyors--legal status, laws, etc.--Louisiana 


11075 
LOUISIANA. LOUISIANA SEA GRANT COLLEGE 
PROGRAM. Defining fisheries; a user’s glossary [by] 
Kenneth J. Roberts [and others. Baton Rouge, c1991] 21 p. 


Fisheries 


11076 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
AGRICULTURAL AND MECHANICAL COLLEGE, 
Baton Rouge. Computer rehabilitation training for the 
severely disabled. [Baton Rouge, n.d.] 44 p. ill 


Physically handicapped--education--Louisiana--Baton 
Rouge 
Computer-assisted instruction--Louisiana--Baton Rouge 


11077 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
AGRICULTURAL AND pare COLLEGE, 
B R rP P 
Center. Employer’s guide. Baton Rouge 7 d. 2] p. 


Employment interviewing--Louisiana--Batou Rouge 


11078 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
[11] p. 


College graduates--statistics--Louisiana--Baton Rouge 


11079 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
AND MECHANICAL COLLEGE, 


Bi al 
Extension Service. [Rev. Baton 
Rouge] 1992. 15 p. ill. (Pub. 2474) 


Agricultural extension work--Louisiana 


11080 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 


in n fish [by C. Lutz, Jimmy Avery, 
and Wendell Lorio. Baton Rouge, n.d. 4] p. ill. (Pub. 2472) 
Aquaculture information series. 
On cover: Aquafacts. 


Fish ponds 
Water bloom 


11081 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
AGRICULTURAL AND MECHANICAL COLLEGE, 
Baton Rouge. Cooperative Extension Service, Amaryllis 
[by T.E. Pope. Baton Rouge, n.d. 11] p. ill. (Pub. 1331) 


Amaryllis 


11082 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
AGRICULTURAL AND MECHANICAL COLLEGE, 
Baton Rouge. Cooperative _Extension Service, 
Chrysanthemums [by Tom E. Pope. Rev. Baton Rouge, 
n.d.} 7 p. ill. (Pub. 1601) 


Chrysanthemums 


11083 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
an ervice, Control 


cahen insects. 1992. [By Jack of Baldwin and others. 
Baton Rouge] folder. ill. (Pub. 1083) 


Cotton--diseases and pests--control 
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11084 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 


in with chemicals. 1992. [By 
T.A. Burch and others. Baton Rouge] 12 p. ill. (Pub. 1366) 


Cotton--weed control 


11085 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
AGRICULTURAL AND ene COLLEGE, 
Baton Rouge. TVICE. 
weeds in cotton with posembaaeetth chemicals. 1992. [By 
T.A. Burch and others. Baton Rouge] 12 p. (Pub. 1365) 


Cotton--weed control 


11086 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 


pest Teenaguneet, 1992 [by Tack L. Baldwin and 
B. Graves. Rev. Baton Rouge, folder. 
(Pub. 1829) 


Cotton--diseases and pests--control 


11087 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 


ug a tension Service. Enjoying 
taaiioae crawfish [by Ruth M. Patrick ‘aa Michael W. 
Moody. Rev. Baton Rouge, n.d. 4] p. ill. (Pub. 2353) 


Crayfish--Louisiana 


11088 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
ce AND MECHANICAL _COLLEGE, 


in the garden [by] Thomas J. Koske 
James M. Cannon. [Rev. Baton Rouge, n.d. 4] p. 
(Pub. 2309) 

Vegetable gardening hints. 


Beans 


11089 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
ee AND MECHANICAL COLLEGE, 


family community ‘leadership [by Karen B. Overstreet and 
Rosalie J. Bivin. Rev. Baton Rouge, nd] 11 p. ill. 
(Pub. 2475) 

At head of title: Leadership for the 1990s. 


Agricultural extension work--Louisiana 


11090 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 


anon while intoxicated (DWI) oa [by Peggy Caruso. 
Baton Rouge, n.d.] folder. ill. (Pub. 2444) 


Drunk driving--Louisiana 


11091 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
erative Extension Service. Management 
of the sweet potato weal [by Larry H. Rolston and 
Jack L. Bagent. Rev. Baton Rouge, n.d.J folder. ill. 
(Pub. 2340) 


Cylas formicarius 


11092 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 


container [by Darryl F Baton Rouge, n.d. 
2] p. (Pub. 2416-F) 
At head of title: Pesticide educational program. 
Information series. 


Pesticides--containers 


11093 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
AND MECHANICAL COLLEGE, 


equipment disposal ‘[by Deny Rester. Baton 
Rouge, n.d. 2] p. (Pub. 2416-E) 
At head of title: Pesticide educational program. 
Information series. 


Spraying and dusting in agriculture 


11094 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
ae AND MECHANICAL COLLEGE, 
n Ro 


fertilization [by Eddie R. Panderburg and Dalton P. 
Landry. Baton Rouge, n.d.] 11 p. ill. (Pub. 2473) 


Sugarcane 


11095 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
pesticides ade [by Bens Rester. Baton Rouge, n.d. 2] p. 
(Pub. 2416-D) 


At head of title: Pesticide educational program. 
Information series. 


Pesticides--transportation 
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11096 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 


living; of Residential outing, [Baton Rouge, 
n.d.] 37 p. ill. 


Dormitories--Louisiana--Baton Rouge 


11097 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
AND MECHANICAL COLLEGE, 
Pr Relations, Graduate study 
in [Baton 1991] 20 p. 


State universities and colleges--Louisiana--Baton Rouge 


11098 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
AGRICULTURAL AND MECHANICAL COLLEGE, 
Baton Rouge. Office of Public Relations. LSU, honors, & 
you. [Baton Rouge, 1991] folder. ill. 


State universities and colleges--Louisiana--Baton Rouge 


11099 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
MECHANICAL COLLEGE, 
Public Relations. Music at LSU. 
[Baton Rouge, 1991] 14 p. ill. 


State universities and colleges--Louisiana--Baton Rouge 


11100 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
AGRICULTURAL AND MECHANICAL COLLEGE, 
R R Music: graduate 
study at Louisiana State University. [Baton Rouge, 1991] 
folder. ill. 


State universities and colleges--Louisiana--Baton Rouge 


11101 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
ato lic Relations. Oceanography 
and sciences: study at Louisiana State 
University. [Baton Rouge, 1991] folder. ill. 


State universities and colleges--Louisiana--Baton Rouge 


11102 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
AGRICULTURAL AND MECHANICAL COLLEGE, 


Baton Rouge. Office of Public Relations, Walking tour. 
[Baton Rouge] 1991. [1] 1. ill. 


State universities and colleges--Louisiana--Baton Rouge 


11103 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 
mn fice of Pi Relations, Welcome to 
LSU; campus map. [Baton ia, 1991] folder. ill. 


State universities and colleges--Louisiana--Baton Rouge 


11104 
LOUISIANA. LOUISIANA STATE UNIVERSITY AND 


iv. [Baton Rongel 1990. 12 p. 
School discipline--Louisiana--Baton Rouge 


11105 
LOUISIANA. OFFICE OF COMMUNITY SERVICES. 
Give a child a chance for tomorrow: foster or adopt today. 
[Baton Rouge, n.d.] folder. ill. 


Foster home care--Louisiana 


11106 
LOUISIANA. OFFICE OF FORESTRY. Timber 
stumpage values. 1992, 1992 rev. ed. [Baton Rouge. 1] 1. 


Timber--Louisiana 


11107 
LOUISIANA. OFFICE OF HUMAN DEVELOPMENT. 
Adoption. [Baton Rouge, n.d. 3] p. 


Adoption--Louisiana 


11108 
LOUISIANA. OFFICE OF TOURISM. Louisiana fairs 
and festivals, 1992. [Baton Rouge, n.d.] unpaged. ill. 


Promotion of special events--Louisiana 
Description and travel--Louisiana 


11109 
LOUISIANA. STATE BOARD OF BOARD 
CERTIFIED SOCIAL WORK EXAMINERS. Louisiana 
Board certified social work practice act: rules, regulations, 
and procedures. Rev. [Prairieville] 1991. 18 p. 


Social workers--Louisiana 
Administrative agencies--rules and practice--Louisiana 


11110 
LOUISIANA. STATE BOARD OF NURSING. 
rules on requirements for relicensure (LAC 
46:XLVII.3356). [Baton Rouge] 1990. 8 cols. 


Nurses--licenses--Louisiana 
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11111 
LOUISIANA. STATE BOARD OF NURSING. Rules on 
requirements for relicensure (LAC 46:XLVII3356). [Baton 
Rouge, n.d.] 8 cols. 


Nurses--licenses--Louisiana 


11112 
LOUISIANA. STATE LIBRARY. State of Louisiana 
official publications; list of the public documents of 
Louisiana. 1985/89. [Baton Rouge] xvi, 282 p. ill. 
Title on spine: Official publications. 
55-62120 
State publications--bibliography--Louisiana 


11113 
MAINE. AGRICULTURAL EXPERIMENT STATION, 
Qrono, Stand age and density effects on volume and 
specific gravity of black spruce [by] Robert K. Shepard, 
James E. Shottafer, and William C. Bragg. Orono [1991] 
15 p. ill. (Technical bulletin 139) 


sn82-7013 
Black spruce 


11114 
MAINE. INDUSTRY PLANNING COMMITTEE. 
The Maine beef industry: a plan of work, a report of the 
Maine Beef Industry Planning Committee sponsored by 
the Maine Beef Producers Association. [Augusta] 1989. 
i, 22 p. 


Beef industry--Maine 


11115 
MAINE. BUREAU OF ADULT AND SECONDARY 
VOCATIONAL EDUCATION. Chapter 228: Standards 
for school-based child care services and parenting and 
child development education. [Augusta, n.d. 7] 1. 
At head of title: Notice of agency rule-making 
proposal. 


Teenage parents--education--Maine 
Day care centers--Maine 


11116 
MAINE. [BUREAU OF AGRICULTURAL 
MARKETING] Specialty foods of Maine. [Augusta] 1991. 
10 p. 


Food industry and trade--directories--Maine 


11117 
MAINE. BUREAU OF CORPORATIONS, 
ELECTIONS, AND COMMISSIONS. Joint 
lobbyist /employer registrations; 115th Legislature, second 
— session. Augusta, 1992. 55, 55 p. 
00. 


92-621551 
Lobbyists--directories--Maine 


11118 
MAINE. BUREAU OF EMPLOYMENT SECURITY. 
Division of Economic Analysis ‘ 
tional information for em and training 
program design in program year 1990. Augusta [1991] 7 p. 
(Technical services monograph FSB-77) 


Employment--statistics--Maine 
Wages--statistics--Maine 


11119 
MAINE. [BUREAU OF HEALTH] Talking teeth: with 
"Bruce, the dental health moose" - 25 dental health and 
nutrition activities for students in grades K-3. [Augusta, 
1991] 13 1. 


Teeth--care and hygiene--study and teaching (primary) 


11120 
MAINE. BUREAU OF INSURANCE. Consumer guide 
to introduction to insurance. [Augusta, 1991] 12 p. 


Insurance--Maine 


11121 
MAINE. BUREAU OF INSURANCE. Property and 
casualty insurance; prospective loss cost filing procedures. 
Augusta [1990] 6 p. (Bulletin 176) 


Insurance, Property--Maine 
Insurance, Casualty--Maine 


11122 
MAINE. BUREAU OF INSURANCE. Rule chapter 540; 
continuing education. Augusta [n.d.] 4 1. 


Administrative agencies--rules and practice--Maine 
Insurance--agents--in-service training--Maine 


11123 
MAINE. BUREAU OF TAXATION. Deduction for bad 
debts. [Rev.] Augusta [1991] 4p. (Sales and use tax 
instruction bulletin no. 29) 


Tax deductions--Maine 
Sales tax--Maine 
Use tax--Maine 
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11124 
MAINE. BUREAU OF TAXATION. Rentals of living 
quarters. [Rev.] Augusta [1991] 3 p. (Sales and use tax 
instruction bulletin no. 32) 


Hotels, taverns, etc.--taxation--Maine 
Motels--taxation--Maine 

Sales tax--Maine 

Use tax--Maine 


11125 
MAINE. BUREAU OF TAXATION. Sales of meals and 
other sales of food products for consumption without 
further preparation or storage. [Rev.] Augusta iin 4p. 
(Sales and use tax instruction bulletin no. 27) 


Restaurants, lunch rooms, etc.--taxation--Maine 
Sales tax--Maine 
Use tax--Maine 


11126 
MAINE. BUREAU OF TAXATION. Sales of prepared 
food. [Rev.] Augusta [1991] 5p. (Sales and use tax 
instruction bulletin no. 27) 


Restaurants, lunch rooms, etc.--taxation--Maine 
Sales tax--Maine 
Use tax--Maine 


11127 
MAINE. COMMITTEE ON AGING. Final legislative 
update, 115th 1st legislative session. Augusta, 1991. 21 p. 


Aged--Maine 


11128 
MAINE. DEPT. OF ECONOMIC AND COMMUNITY 
DEVELOPMENT. 
How to conduct an inventory of scenic areas. [Augusta, 
n.d.} 30 p. ill. (Maine shore access public access series) 


Views 
Coastal zone management 


11129 
MAINE. DEPT. OF ENVIRONMENTAL 
PROTECTION. Appealing a department decision 
(applications accepted as complete after July 14, 1990). 
Rev. [Augusta] 1990. [2] p. (DEP fact sheet) 


Administrative remedies--Maine 


11130 
MAINE. DEPT. OF ENVIRONMENTAL 
PROTECTION. Final report: Maine Lakes Diagnostic 
Protection Project. [Augusta] 1991. 21 p. + ill. 


Lakes--Maine--Cumberland County 
Lakes--Maine--Oxford County 


11131 
MAINE. DEPT. OF ENVIRONMENTAL 
PROTECTION. Guidelines for development review, 
Natural resources protection act. [Augusta] 1991. ii, 7 p. 


Conservation of natural resources--Maine 


11132 
MAINE. DEPT. OF ENVIRONMENTAL 
PROTECTION. Guidelines for expediting the processing 
of applications under the Site location of development act. 
[Augusta] 1991. ii, 3-9 p. + 


Real estate development--Maine 


11133 
MAINE. DEPT. OF ENVIRONMENTAL 
PROTECTION. Wetlands rules (NRPA). Rev. [Augusta] 
1990. [2] p. (DEP issue profile) 


Wetlands--Maine 


11134 
MAINE. DEPT. OF HUMAN SERVICES. A handbook 
for foster parents. [Augusta] 1989. 75 p. ill. 


Foster parents--handbooks, manuals, etc.--Maine 


11135 
MAINE. DEPT. OF HUMAN SERVICES. State of 
Maine Department of Human Services principles of 
reimbursement for Bureau of Medical Services contracts; 
a reimbursement system for Medicaid recipients with 
“private non-medical institutions" for community residences 
for persons with mental retardation. [Augusta] 1992. 6 p. 


Medicaid--Maine 
11136 
MAINE. DEPT. OF INLAND FISHERIES AND 


WILDLIFE. Baiifish survey and management, interim 
summary report no. 1 (1991), job F-106. [Augusta, 1990?] 
31. 


Baitfish--Maine 


11137 
MAINE. DEPT. OF INLAND FISHERIES AND 
WILDLIFE. [Bureau of Warden Services directory] 
Augusta [1991. 14] p. 


Game wardens--directories--Maine 


11138 
MAINE. DEPT. OF INLAND FISHERIES AND 
WILDLIFE. Comparative survival of different genetic 
strains of brook trout, interim summary report no. 3 
(1990), job F-402 [by Forrest Bonney. Augusta, 1991] 15 1 


Brook trout--Maine 
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11139 
MAINE. DEPT. OF INLAND FISHERIES AND 
WILDLIFE. Moose River sport fishery survey; interim 
summary report no. 3 (1991), job F-104 [by Paul Johnson. 
Augusta, 1992. 15] 1. 


Fisheries--Maine--Moose River 


11140 
MAINE. DEPT. OF MARINE RESOURCES. Free 
materials and services available for use in schools. Augusta 
[n.d. 10] p. 


Marine resources--study and teaching 


11141 
MAINE. DEPT. OF MARINE RESOURCES. 
Restoration of striped bass to the Kennebec River in the 
State of Maine, U.S.A. [by] Thomas S. Squiers, Jr. [and] 
Lewis N. Flagg. [Augusta] 1991. 3 1. ill. 


Striped bass--Kennebec River 

11142 
MAINE. DEPT. OF TRANSPORTATION. 1991 
classification of vehicles. [Augusta, n.d.] unpaged. 
Motor vehicles--Maine 


11143 
MAINE. DEPT. OF 


Field trial of gravel stabilization methods, Route 1, Van 
Buren, Maine; construction report, by Michael J. Moreau 
and Dana N. Humphrey. [Augusta] 1991. vi, 191 p. ill. 
(Experimental construction 92-34) 


Roads, Gravel--Maine 


11144 
MAINE. FINANCE AUTHORITY OF MAINE. Maine 
job start program: financing from FAME for Maine small 
business. [Augusta, n.d.] folder. 


Small business--finance--Maine 


11145 
MAINE. FOREST SERVICE. Insect and Disease 
The distribution of eastern hemlock 
looper (Lambdina _fiscellaria fiscellaria (Gn.)) eggs on 
eastern hemlock (Tsuga canadensis and 
development of an egg sampling method on hemlock, by 


Henry Trial, Jr. and Joan G. Trial. Augusta [1990] iii, 12 p. 
ill. (Technical report no. 30) 


Eastern hemlock--diseases and pests 


11146 
MAINE. FOREST SERVICE. Insect and Disease 
Management Division, Forest & shade tree insect & 
disease conditions for Maine: a summary of the 1991 
situation [compiled and edited by Richard Dearborn and 
Clark Granger] Augusta, 1992. ii, 61 p. ill. (Summary 
report no. 6) 


92-621552 
Forest insects--Maine 
Trees--diseases and pests--Maine 

11147 


MAINE. INTERAGENCY TASK FORCE ON 
HOMELESSNESS AND HOUSING OPPORTUNITIES. 
By sundown: a report on homelessness in Maine. 
[Augusta] 1991. 24 p. + 

92-621553 


Homelessness--Maine 


11148 
MAINE. LAWS, STATUTES, ETC. Title 32, Maine 
pharmacy act. Rev. [Augusta, Board of the Commissioners 
of the Profession of Pharmacy] 1991. 35 p. 


Pharmacy--law and legislation--Maine 


11149 
MAINE. MAINE WASTE MANAGEMENT AGENCY. 
Maine Waste Management Agency fact sheet: waste oil 
recycling. [Augusta] 1992. [2] p. 


Petroleum waste--recycling 


11150 
MAINE. OFFICE OF THE STATE FIRE MARSHAL. 
Fatal fires - 1990. [Augusta, 1990? 6] p. ill. 


Fires--casualties--statistics--Maine 


11151 
MAINE. [OFFICE OF THE STATE FIRE 


Support barrier free design. [Augusta, 1991] unpaged. ill. 
Architecture and the physically handicapped--Maine 


11152 
MAINE. OFFICE OF TRUANCY, DROPOUT, AND 
ALTERNATIVE EDUCATION. Advisory Committee 
report to the Joint Education Committee of the 115th 
Legislature. [Augusta] 1992. 12 p. 


Non-formal education--Maine 
Dropouts--Maine 
School attendance--Maine 
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11353 
MAINE. PRESIDENTS AND SPEAKER’S BLUE 
RIBBON COMMISSION ON CHILDREN AND 
FAMILIES. A new vision: empowering people for change; 
Maine’s model for unifying State services for children & 
families. [Augusta] 1991. 32 p. 

92-621554 
Family services--Maine 
Children--services for--Maine 


11154 
MAINE. SHEEP INDUSTRY TASK FORCE. The sheep 
industry in Maine: a plan of work. [Augusta] 1989. i, 21 p. 


Sheep industry--Maine 


11155 
MAINE. STATE BOARD OF EDUCATION. School 
construction costs; a report of the State Board of 
Education to the Joint Committee on Education of the 
115th Legislature. [Augusta] 1991. 7 1. 


School buildings--design and construction--costs--Maine - 


11156 
MAINE. STATE HOUSING AUTHORITY. Common 
closing costs. Augusta [n.d. 2] p. 


Settlement costs 


11157 
MAINE. STATE LIBRARY, Augusta. Book publishers in 
Maine. [Augusta] 1988. 4 p. 


Publishers and publishing--directories--Maine 


11158 
MAINE. STATE PLANNING OFFICE. Protecting prime 
sites for water dependent uses [by Christopher Hamilton 
and others. Augusta] 1989. 15 p. ill. 
Issued in cooperation with the Dept. of Economic and 
Community Development. 


Coastal zone management--Maine 


11159 
MAINE. UNIVERSITY OF MAINE SCHOOL OF LAW, 
Portland, Marine Law Institute, Assessing U.S. and 
Canadian laws and programs affecting the marine and 
coastal environment of the Gulf of Maine for the Gulf of 
Maine Council on the Marine Environment [by Timothy 
Eichenberg and Janet Dickie] Prepared in [cooperation] 
with the Oceans Institute of Canada. [Portland] 1992. 
ix, 37, A 37, B 15, C 29, D 23 p. 

92-621555 
Pollution--United States 
Pollution--Canada 
Water--pollution--Gulf of Maine 


11160 
MARYLAND. AGRICULTURAL FAIR BOARD. 
Maryland fair & show schedule, 1991. [Annapolis, n.d.] 
folder. 


Fairs--Maryland 


11161 
MARYLAND. COMMISSION FOR WOMEN. Battered, 
what can I do? A survival manual for battered women 
[revised by Sharon M. Grosfeld, Lisa G. Carreno, and 
Marjorie Yoshida-Fiske. 3d ed. Baltimore, 1992] 16 p. 


Family violence--Maryland 


11162 
MARYLAND. DEPT. OF AGRICULTURE. M 
licensed grain dealers, 1991. [Annapolis, 19917] folder. 


Grain trade--directories--Maryland 


11163 
MARYLAND. DEPT. OF AGRICULTURE. i 
Services Section, Maryland hay and straw directory, fall 
1991. Annapolis [n.d. 14] p. 


Hay--directories--Maryland 


11164 

MARYLAND. DEPT. OF ECONOMIC AND 
EMPLOYMENT DEVELOPMENT. 1991 highlights. 
[Baltimore, 1991? 4] p. 


Economic development--Maryland 


11165 
MARYLAND. DEPT. OF ECONOMIC AND 
EMPLOYMENT DEVELOPMENT. Maryland 
Department of Economic & Employment Development. 
[Baltimore, n.d.] 10 1. 


Economic development--Maryland 


11166 
MARYLAND. DEPT. OF ECONOMIC AND 
EMPLOYMENT DEVELOPMENT. Regulatory review 
evaluation report of the Department of Economic and 
Employment Development. [Baltimore] 1992. 
23, 43, 15 p. + 

92-621526 
Administrative agencies--rules and practice--Maryland 
Economic development--Maryland 
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11167 
MARYLAND. DEPT. OF ECONOMIC AND 
EMPLOYMENT DEVELOPMENT. Office of Research. 
The Maryland economy. 1991. [Prepared by Pradeep 
Ganguly. Baltimore. 3] p. annual. 
sn85-18789 
Economic history--statistics--Maryland 


11168 
MARYLAND. DEPT. OF FISCAL SERVICES. The sine 
die report; a summary of major legislative action. 1992 
session. Annapolis. iv, 263 p. annual. 

87-658655 
Bills, Legislative--Maryland 


11169 
MARYLAND. DEPT. OF HEALTH AND MENTAL 
HYGIENE. Chart your nursing career options. [Baltimore, 
n.d.] 6 pieces in portfolio. ill. 


Nurses--Maryland 


11170 
MARYLAND. DEPT. OF HEALTH AND MENTAL 
HYGIENE. First aid procedures for Maryland schools. 
Rev. [Baltimore] 1990. 62, 9 p. ill. 
Issued in cooperation with the State Dept. of 
Education. 


First aid in illness and injury--Maryland 
School nursing--Maryland 


11171 

MARYLAND. GEOLOGICAL SURVEY. Hydrogeology 
and stratigraphy of a 1,515-foot test well drilled near 
Princess Anne, Somerset County, Maryland, by Harry J. 
Hansen and John M. Wilson. Prepared in cooperation with 
the Water Resources Administration and _ the 
Environmental Service. [Baltimore] 1990. iv, 59 p. ill. 
(Open file report no. 91-02-5) 


Wells--Maryland--Somerset County 


11172 
MARYLAND. GOVERNOR. Budget highlights. 1992/93. 
[Annapolis] 56 p. ill. 
At head of title: State government serving the people, 
Maryland. 


Budget--Maryland 
State governments--addresses, essays, lectures--Maryland 


11173 
MARYLAND. GOVERNOR’S ADVISORY COUNCIL 
ON RECYCLING. Interim report: economics and 
financing of existing and proposed systems of solid waste 
recycling and facilitating the implementation of recycling 
goals. [Baltimore] 1991. 8 p. 

On t.p.: Draft. 


Recycling (Waste, etc.)--Maryland 
Refuse and refuse disposal--Maryland 


11174 
MARYLAND. GOVERNOR’S COMMISSION ON 
EFFICIENCY AND ECONOMY IN GOVERNMENT. 
Preliminary report of the Governor’s Commission on 
Efficiency and Economy in Government. [Baltimore] 1991. 


25 p. 
92-621527 
Government productivity--Maryland 


11175 
MARYLAND. GOVERNOR’S TASK FORCE ON 
SOLID WASTE MANAGEMENT. Governor’s Task 
Force on Solid Waste Management; integrated regional 
waste management. [Baltimore] 1988. 42 p. 

92-621528 
Refuse and refuse disposal--Maryland 


11176 
MARYLAND. HOMELESS SERVICES PROGRAM. 
1992 directory of emergency and transitional housing 
programs. [Baltimore, n.d.] 55 p. 
92-621529 
Shelters for the homeless--directories-~-Maryland 


11177 

MARYLAND. MARYLAND INSTITUTE FOR 
EMERGENCY MEDICAL SERVICES SYSTEMS. A 
study of alcohol use among 165 injured motorcycle drivers 
treated at Maryland trauma centers: clinical and crash 
perspectives including crash culpability assessment. 
[Baltimore] 1990. 48 p. ill. 

On cover: DOT HS 807 612; final report. 

Issued in cooperation with the National Highway 
Traffic Safety Administration. 

Available from: National Technical Information 
Service, Springfield, VA 22161. 


Motorcyclists--Maryland 
Drunk driving--Maryland 
Traffic accidents--Maryland 
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11178 
MARYLAND. MARYLAND-NATIONAL CAPITAL 
PARK AND PLANNING COMMISSION. Preliminary 
draft: amendment to the approved and adopted master 
plan for historic preservation in Montgomery County, 
Maryland; Montgomery Arms Apartments. Silver Spring, 
Maryland-National Capital Park and Planning 
——— Montgomery County Planning Board, 1990. 
vy, 21 i 


Historic buildings--planning--Maryland--Montgomery 
County 


111799 
MARYLAND. MARYLAND OFFICE OF PLANNING. 
1991 congressional district plan as adopted by chapter 4 of 
the 2nd special session of 1991, October 23, 1991 
(precincts. Baltimore, 1991] 8 maps on sheets 90 x 109 cm. 


or smaller. 


Election districts--maps--Maryland 


11180 
MARYLAND. MARYLAND OFFICE OF PLANNING. 
1991 congressional districts as adopted by chapter 4 of the 
2nd special session, October 25, 1991 [streets. Baltimore, 
1991] 7 maps on sheets 65 x 91 cm. or smaller. 


Election districts--maps--Maryland 


11181 
MARYLAND. MARYLAND OFFICE OF PLANNING. 
1991 congressional districts, October 23, 1991; legislative 
districts SJR3 and HJ.R.4, February 21, 1992. 
(Baltimore, 1992] map on sheet 91 x 118 cm. 


Election districts--maps--Maryland 


11182 
MARYLAND. MARYLAND OFFICE OF PLANNING. 
Governor’s legislative district plan, January 8, 1992 [streets. 
Baltimore, 1992] 12 maps on sheets 72 x 91 cm. or smaller. 


Election districts--maps--Maryland 


11183 


92 x 127 cm. or smaller. 


Election districts--maps--Maryland 


MARYLAND. MARYLAND OFFICE OF PLANNING. 
Legislative districts SJ.R.3 and HJ.R.4, February 21, 1992 
[precincts. Baltimore, 1992] 12maps on_ sheets 


11184 
MARYLAND. MARYLAND OFFICE OF PLANNING. 
Planning Data Services. 1991 congressional districts: 1990 
census profile - population and housing characteristics. 
Baltimore, 1992. ii, 54,A 5p. ill. (Office of planning 
publication 92-5) 

Cover title: 1990 census profile, 1991 congressional 
pe population and housing characteristics. 

00. 


92-621530 
Election districts--Maryland 
Population--statistics--Maryland 
Households--statistics--Maryland 
Social history--statistics--Maryland 


MARYLAND. MARYLAND ¢ OFFICE OF PLANNING. 
Planning Data Services. 1992 State legislative districts: 


1990 census profile - population and housing 
characteristics. Baltimore, 1992. iv, 126, A 5 p. ill. (Office 
of Planning publication 92-6) 
Cover title: 1990 census profile, 1992 State legislative 
districts; population and housing characteristics. 
$15.00. 


92-621531 
Election districts--Maryland 
Population--statistics--Maryland 
Households--statistics--Maryland 
Social history--statistics--Maryland 


11186 


in 1990. 1991. 75 p. 
ill. (Office of Planning publication 91-11) 

On cover: A summary report on new construction 
authorized by building permits in Maryland. 


$10.00. 
92-621532 
Construction industry--statistics--Maryland 
Building permiis--statistics--Maryland 


11187 
MARYLAND. MARYLAND STATE POLICE. 

State Police interim promotional system. [Pikesville] 1990. 
21. 


Police, State--promotions--Maryland 


11188 
MARYLAND. MARYLAND STATE POLICE. Uniform 
Crime Reporting Section, Maryland uniform crime 
reporting; annual preliminary release. 1989. [Pikesville. 
4] p. 


Criminal statistics--Maryland 
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11189 
MARYLAND. MARYLAND STATE POLICE. Uniform 


Crime Reporting Section. Uniform crime reporting; annual 
preliminary release. 1991. [Pikesville. 4] p. 


Criminal statistics--Maryland 


11190 


MARYLAND. MEDICAL ASSISTANCE PROGRAM. . 


The year in review. 1990/91. [Prepared by Health Systems 
Analysis, Policy and Health Statistics Administration] 
Baltimore, Dept. of Health and Mental Hygiene. iii, 90 p. 
ill. annual. 

Report year ends June 30. 

On cover: Maryland medical care programs; Medical 
Assistance Program, Pharmacy Assistance Program. 

85-641233 

Poor--medical care--Maryland 


11191 


MARYLAND. OFFICE OF LABOR MARKET 
ANALYSIS AND INFORMATION. Maryland, 1986-2000, 
industry and occupational employment projections. 
Baltimore [1991?] 54 p. ill. 

92-621533 
Employment forecasting--statistics--Maryland 


11192 


MARYLAND. OFFICE OF PLANT INDUSTRIES AND 
PEST MANAGEMENT. Turf and Sced Section. Maryland 
certified seed directory: soybeans [and] hybrid corn, spring 
1992. Annapolis [n.d.] 3 p. 

MDA 103 92. 


Soybean--Maryland 
Hybrid corn--Maryland 


11193 
MARYLAND. OFFICE OF TOURISM 
DEVELOPMENT. Company’s coming. Let’s keep them 
coming back. [Baltimore, n.d.] 2 pieces in portfolio. ill. 


Tourist trade--Maryland 


11194 
MARYLAND. OFFICE ON AGING. Introducing the 
housing directory for senior citizens. Baltimore, 1990. 
25, 17 p. ill. 

92-621534 
Aged--housing--directories--Maryland 


11195 
MARYLAND. POWER PLANT RESEARCH 
PROGRAM. A bibliography of the Maryland Power Plant 
Research Program. 13th ed. [Annapolis] 1992. ii, 87 p. 
92-621535 
Electric power-plants--research--bibliography--Maryland 


11196 
MARYLAND. SMALL BUSINESS DEVELOPMENT 
FINANCING AUTHORITY. MSBDFA, Maryland Small 
Business Development Financing Authority. (Baltimore, 
n.d.] 6 pieces in portfolio. 


Small business--finance--Maryland 


11197 
MARYLAND. STATE ARCHIVES. Biographical profiles 
of the treasurers of the eastern shore, 1775-1843, 
treasurers of the western shore, 1775-1852, and State 
treasurers, 1852-1988, prepared [in cooperation with] the 
Commission on Artistic Property, Legislative History 
Project, and the staff of the Maryland manual. Annapolis 
[1988] 26 p. ill. 
92-621536 


Public officers--Maryland 
State officials and employees--Maryland 


11198 
MARYLAND. STATE ARTS COUNCIL. Maryland State 


Arts Council grants to organizations: FY 91, fact sheet. 
Baltimore [n.d. 5] 1. 


Grants-in-aid--Maryland 
Cultural policy--Maryland 


11199 
MARYLAND. STATE BOARD FOR COMMUNITY 
COLLEGES. The improvement of occupational education 
in Maryland; a process report, fiscal year 1988. Annapolis, 
1988. ix, 14 p. ill. 


Community colleges--Maryland 


Vocational education--Maryland 


11200 
MARYLAND. STATE DEPT. OF EDUCATION. 
Directory of public education, State of Maryland. 1991/92. 
Baltimore. iv, 134 p. ill. annual. 
76-641754 
Education--directories--Maryland 


11201 
MARYLAND. STATE DEPT. OF EDUCATION. 
Maryland women’s history, a patchwork of many lives; 
women’s history display kit. [Baltimore, n.d.] 24 pieces in 
portfolio. ill. 


Issued in cooperation with the Commission for 
Women. 


Women--history--Maryland 
Social history--Maryland 
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11202 
MARYLAND. STATE DEPT. OF EDUCATION. State 
aid to education accountability reporting; report to the 
State Board of Education [by Roslyn D. Hodnett. 
Baltimore] 1991. iii, 10 p. 

92-621537 

State aid to education--Maryland 
Education--finance--Maryland 


11203 
ee STATE DEPT. OF EDUCATION. 


d Te ry f 
report. 1991. Bakimore. i, 92 ill. 


Vocational education--Maryland 
Career education--Maryland 


11204 
MARYLAND. STATE DEPT. OF EDUCATION. 
Division of Instruction, 1991 Maryland summer centers for 
gifted and talented students. [Baltimore, n.d.] folder. ill. 


Gifted children--Maryland 
Talented students--Maryland 


MARYLAND. STATE HIGHWAY ADMINISTRATION. 
A geographic information system to support state-wide 
hydrologic modeling with the SCS-TR-20 [by Robert M. 
Ragan. Baltimore] 1991. 284, A 6, B 3, C 2 p. ill. 

At head of title: State Highway Administration 
research report. 

On cover: AW089-314-046, final report. 

Issued in cooperation with the Federal Highway 
Administration. 

Available from: National Technical Information 
Service, Springfield, VA 22161. 

FHWA/MD-91/02. 


Geographic information systems--Maryland 


11206 

MARYLAND. STATE HIGHWAY ADMINISTRATION. 
Project Planning Division. Alternates public meeting, 
proposed East-West Boulevard; a presentation by the 
Maryland State Highway Administration and Anne 
Arundel County [held]... September 27, 1989... [at] 
Millersville, MD 21108. [Baltimore, n.d.] 8 p. ill. 

On cover: PDMS _ no. 022188; Contract 
no. AW 141-108-070. 


Highway planning--citizen _participation--Maryland-- 
Millersville 


11207 
MARYLAND. TIDEWATER 


Microgeographical differentiation in the cay 
itchilli), prepared by Bruce M. Baker, 
Raymond P. Morgan II, and James H. Howard. Annapolis, 
1990. unpaged. ill. 
On cover: CBRM-TR-91-1. 


Anchovy fisheries--Maryland 


11208 
MARYLAND. TOWSON STATE UNIVERSITY. Dept. 
of Risk Management. Employee safety programs for 
Towson State University. [Towson] 1990. 53 p. ill. 


Industrial safety--Maryland--Towson 
State universities and colleges--employees--Maryland-- 
Towson 


11209 
MARYLAND. UNIVERSITY OF BALTIMORE. Law 
Library. University of Baltimore Law Library users’ guide, 
academic year 1989-1990. Baltimore [n.d.] 8 p. ill. 


Law libraries--Maryland--Baltimore 


11210 
MARYLAND. UNIVERSITY OF MARYLAND, College 
Park. Institute for Governmental Service. Tax rebates & 
tax differentials: issues & alternatives for the town of 
Oakland & Garrett County, Maryland, by Victor K. 
Tervala [and] David Sann. College Park, 1992. iv, 34 1. 


Tax rebates--Maryland 
Intergovernmental tax relations--Maryland 
Real property tax--Maryland 


11211 
MARYLAND. UNIVERSITY OF MARYLAND AT 
BALTIMORE. University of Maryland at Baltimore: a 
community of professionals. [Baltimore, n.d.] folder. ill. 


State universities and colleges--Maryland--Baltimore 


11212 
MARYLAND. WORKER’S COMPENSATION 
BENEFIT AND INSURANCE OVERSIGHT 
COMMITTEE. Report of the 1991 interim to the 
Governor and the Maryland General Assembly. Annapolis, 
1991. viii, 103 p. ill. 

Available from: Dept. of Fiscal Services, 90 State 

Circle, Annapolis, MD 21401. 

92-621538 
Workers’ compensation--Maryland 
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Massachusetts publications are distributed by the 
agencies issuing them unless otherwise noted. Personal 
copies of documents are not available from the State 
Library or the State Printing Office. The State library does 
offer access to Massachusetts publications through ILL. 


11213 
MASSACHUSETTS. ATTORNEY GENERAL’S 
OFFICE. Domestic violence and elder abuse: the 1990 
amendments. [Boston] Northeastern University, 1991. 
ii, 203 p. ill. 


92-621517 
Family violence--Massachusetts 
Aged--abuse of--Massachusetts 


11214 
MASSACHUSETTS. BOARD OF REGENTS OF 
HIGHER EDUCATION. it, Audit of non- 
appropriated funds. Boston, 1991. 4 1. 

Caption title. 


Auditing--Massachusetts 
Community colleges--finance--Massachusetts--Roxbury 


11215 
MASSACHUSETTS. BOARD OF REGENTS OF 
HIGHER EDUCATION. i, Continuation 
of the transfer of responsibility for the N.D.S.L. portfolio. 
Boston, 1991. 2 1. 

Caption title. 


Auditing--Massachusetts 
Student loan funds--Massachusetts 


11216 
MASSACHUSETTS. BUREAU OF PARENT, CHILD, 
AND ADOLESCENT HEALTH. Comprehensive 
curriculum guidelines on HIV/AIDS, grades K-12, 
prepared by Christine Robinson with the assistance of the 
Advisory Committee. [Boston, 1991] 82 p. 


AIDS (Disease)--study and teaching 


11217 
MASSACHUSETTS. BUREAU OF PLANT PEST 
CONTROL. Directory of certified Massachusetts 
greenhouses and nurseries. 1991/92. Boston. 31 p. annual. 
sn89-26349 
Nurseries (Horticulture)--directories--Massachusetts 
Greenhouses--directories--Massachusetts 


11218 
MASSACHUSETTS. BUREAU OF SPECIAL 
EDUCATION APPEALS. Decisions. Vol. 43 [n.d. Quincy] 
307 


Special education--Massachusetts 
Administrative remedies--Massachusetts 


11219 
MASSACHUSETTS. CENTRAL TRANSPORTATION 
PLANNING STAFF. Unified planning work program. 
1988/89-1989/90. [Prepared in cooperation with the Dept. 
of Public Works, the Federal Highway Administration, and 
the U.S. Urban Mass Transportation Administration. 
Boston] 2 v. ill. 

Available from: State Transportation Library, Ten 

Park Plaza, 2nd floor, Boston, MA 02116. 

92-643849 
Local transit--planning--Massachusetts 
Transportation--planning--Massachusetts 


11220 
MASSACHUSETTS. DEPT. OF CORRECTION. Court 
commitments to the Massachusetts Department of 
Correction. 1990. Prepared by Linda K. Holt [and] 
Michael T. Maloney. [Boston] iii, 61 1. ill. annual. 
86-644797 


Prison sentences--statistics--Massachusetts 


11221 
MASSACHUSETTS. DEPT. OF CORRECTION. A 
statistical description of releases from Massachusetts 
correctional institutions. 1990. Prepared by Michael White. 
[Boston] 161 p. ill. annual. 

83-641528 
Prisoners--statistics--Massachusetts 


11222 
MASSACHUSETTS. DEPT. OF EDUCATION. Bureau 
of Equity and Language Services. The many voices of 
bilingual students in Massachusetts, by Maria Estela Brisk 
in collaboration with Judy Casulli [and others] Quincy, 
1991, 53 p. 


Education, Bilingual--case studies--Massachusetts 


11223 
MASSACHUSETTS. DEPT. OF EDUCATION. Bureau 
of Equity and Language Services. The status of transitional 
bilingual education programs: annual report. 1989/90. 
[Edited by Margaret Davis] Quincy. 36 p. ill. 
At head of title: Massachusetts. 


Education, Bilingual--Massachusetts 
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11224 

DEPT. OF EDUCATION. Office of 
i nd_ Evaluation. Dropout rates in 

Massachusetts public schools. 1990. Written by Cheryl 
Almeida and Jeff Nellhaus. [Quincy, Board of Education] 
47 p. ill. 

91-662287 
High school dropouts--statistics--Massachusetts 


11225 
MASSACHUSETTS. DEPT. OF EMPLOYMENT AND 
TRAINING. The job guide. [3d ed. Boston] 1991. 8 v. 

Cover title: The job guide for human resource, 
counseling, and placement professionals. 

Contents: ---v. 1. Occupational staffing patterns of 
Massachusetts industries. ---v. 1, pt. C. The occupational 
crosswalk. ---v. 2, Name and address listings: Berkshire 
SDA, Franklin/Hampshire SDA, Hampden SDA. ---v. 3. 
Name and address listings: northern Worcester SDA, 
southern Worcester SDA. ---v.4. Name and address 

i Lower Merrimack Valley SDA, northern 
Middlesex SDA, southern Essex SDA. ---v. 5. Name and 
address listings: metro north SDA, metro south/west SDA. 
---v. 6. Name and address listings: Boston SDA. ---v. 7. 
Name and address listings: Bristol SDA, Brockton SDA, 
New Bedford/Cape Cod & Islands SDA, south coastal 
SDA. 

Issued in cooperation with the Center for Labor 
Market Studies, Northeastern University and Occupational 
Information Coordinating Committee. 

92-621518 
Vocational guidance--Massachusetts 
Business enterprises--directories--Massachusetts 


11226 
MASSACHUSETTS. DEPT. OF ENVIRONMENTAL 
PROTECTION. Bureau of Waste Site Cleanup. List of 
confirmed disposal sites and locations to be investigated, 
1992. [Boston] Office of the Secretary of State [1992] 2 v. 
92-621519 
Hazardous waste sites--directories--Massachusetts 


11227 
MASSACHUSETTS. DEPT. OF REVENUE. Package X, 
Massachusetts tax forms. 1991. [Boston] vi, 351 p. 
Title on spine: 1991 MASS DOR PACKAGE X. 


Taxation--forms--Massachusetts 


11228 
MASSACHUSETTS. DEVELOPMENTAL 
DISABILITIES COUNCIL. Annual report. 1990/91. 
Boston. 42 p. ill. 

Report year ends September 30. 

84-64 


11229 
MASSACHUSETTS. DEVELOPMENTAL 
DISABILITIES COUNCIL. Disability and diversity: an 
annotated bibliography. 2d ed. Boston, 1992. 74 p. 


Social work with minorities--bibliography 
Social work with the handicapped--bibliography 


11230 
MASSACHUSETTS. DIVISION OF FISHERIES AND 
WILDLIFE. Manual for the issuance of sporting, hunting, 
fishing, and trapping licenses. 1992. Boston. 28 p. ill. 
annual. 


Fish and game licenses--handbooks, manuals, etc.-- 
Massachusetts 


11231 
MASSACHUSETTS. DIVISION OF WATER 
POLLUTION CONTROL. Use of ground-penetrating 
radar for water-table mapping, Brewster and Harwich, 
Massachusetts, by David G. Johnson. Prepared in 
ion with the U.S. Geological Survey and the towns 
of Brewster and Harwich, Massachusetts. Marlborough, 
1992. v, 27 p. ill. (U.S. Geological Survey. Water-resources 
investigations report 90-4086) 
Available by purchase from: Books and Open-File 
Reports Section, U.S. Geological Survey, Federal Center, 
Box 25425, Bldg. 810, Denver, CO 80225 


Water table--Massachusetts 
Water, Underground--Massachusetts 
Ground penetrating radar--Massachusetts 


11232 

MASSACHUSETTS. DIVISION OF WATER 
RESOURCES. Water resources of Massachusetts, by 
Alison C. Simcox. Prepared in cooperation with the U.S. 
Geological Survey. Boston, 1992. vii, 94 p. ill. (U.S. 
Geological Survey. Water-resources investigations report 
90-4144) 

Available by purchase from: Books and Open-File 
Reports Section, U.S. Geological Survey, Federal Center, 
Box 25425, Bldg. 810, Denver, CO 80225 


Water resources development--Massachusetts 
Water-supply--Massachusetts 


11233 
MASSACHUSETTS. EXECUTIVE OFFICE OF 
HUMAN SERVICES. Social Policy Unit, Massachusetts 
comprehensive homeless assistance plan 3. [Boston, n.d.] 
61 p. + ill. 

92-621520 
Homelessness--planning--Massachusetts 


1146 
Developmentally disabled--Massachusetts 
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11234 
MASSACHUSETTS. GOVERNOR. Fiscal year 1993 
investments in success: framework for growth; House 
no. 1, budget submission of Governor William F. Weld 
and Lieutenant Governor Paul Cellucci. [Boston] 1992. 4 v. 

Contents: ---v. 1. Budget message. ---v. 2. Line items. 
ae 3. Supporting schedule. ---v.4. Tax expenditure 


Vol. 4 is ill. 
92-621521 

Budget--Massachusetts 

Budget--addresses, essays, lectures--Massachusetts 


11235 
MASSACHUSETTS. GOVERNOR. Weld-cellucci 1992 
economic growth plan. [Boston, 1992] 22, 4, 77, 18, 17 p. + 
ill. 


92-621522 
Economic policy--Massachusetts 
Taxation, State--Massachusetts 


11236 
MASSACHUSETTS. HISTORICAL COMMISSION. 
State register of historic places. 1991. [Boston] 305 p. 
annual. 

89-641760 
Historic sites--Massachusetts 


MASSACHUSETTS. LABOR RELATIONS 
COMMISSION. Annual report. 1990/91. [Boston] 
16, A 3,B 1, C2 p. 

71-641769 
Industrial relations--Massachusetts 
Collective bargaining--Massachusetts 


MASSACHUSETTS. MASSACHUSETTS 
CORPORATION FOR EDUCATIONAL 
TELECOMMUNICATIONS. Annual report. 1990/91. 
[Boston] 3, 8, 15 1. + ill. 

89-646754 
Telecommunication in education--Massachusetts 


11239 
MASSACHUSETTS. MASSACHUSETTS LEGAL 
ASSISTANCE CORPORATION. Annual report. Sept. 30, 
1991. [Boston] 47 p. ill. 


Public defenders--Massachusetts 
Legal aid--Massachusetts 


11240 
MASSACHUSETTS. MASSACHUSETTS PORT 


AUTHORITY. The Massport school 
soundproofing program. [Boston, n.d. 8] p. ill. 
On cover: Finally, students can hear themselves think! 


School buildings--soundproofing--Massachusetts 


11241 
MASSACHUSETTS. OFFICE FOR THE EDUCATION 
OF HOMELESS CHILDREN AND YOUTH. Faces of 
homelessness; a teacher’s guide. Quincy [n.d. 2] 1. 


Homelessness--study and teaching 


112A2 
MASSACHUSETTS. OFFICE FOR THE EDUCATION 
OF HOMELESS CHILDREN AND YOUTH. State plan 
to address the educational needs of homeless children and 
youth, 1991-1994. Rev. [Quincy] 1991. 46 p. ill. 

Cover title: Educational services for homeless children 
and youth. 


92-621523 
Homeless children--education--Massachusetts 
Homeless youth--education--Massachusetts 


11243 
MASSACHUSETTS. OFFICE OF THE 
COMMISSIONER OF PROBATION. Research and 

Juvenile delinquency: a study of 
Massachusetts juvenile probationers [by] Matthew E. 
Archibald, Marjorie E. Brown [and] Carmen A. Cicchetti. 
[Boston] 1992. 42 1. 

92-621524 
Juvenile delinquents--Massachusetts 


11244 
MASSACHUSETTS. OFFICE OF THE 
COMPTROLLER. Commonwealth of Massachusetts 
comprehensive annual financial report. 1990/91. [Boston] 
v, 144 p. ill. 

Report year ends June 30. 

88-660133 

Finance, Public--Massachusetts 


11245 
MASSACHUSETTS. OFFICE OF THE 
COMPTROLLER. FY 90 closing instructions, MMARS, 
Massachusetts Management Accounting and Reporting 
System. [Boston] 1990. 53 p. 


Information storage and retrieval systems--accounting-- 
Massachusetts 


11246 
MASSACHUSETTS. OFFICE OF THE 
COMPTROLLER. Statutory basis financial report. 
1990/91. [Boston] iii, 82 p. ill. 
Report year ends June 30. 
At head of title: Commonwealth of Massachusetts. 


Finance, Public--Massachusetts 
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11247 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the financial activities of the Massachusetts 
Correctional Institution - Lancaster (MCI - Lancaster) for 
the period July 1, 1990 to June 30, 1991. Boston, 1992. 2 1. 


Auditing--Massachusetts 


11248 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the financial activities of the Soldiers’ Home in 
Holyoke for the period July 1, 1990 to June 30, 1991. 
Boston, 1992. 6 1. 


Auditing--Massachusetts 


11249 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the Massachusetts Correctional Institution (MCT) 
- Shirley's financial activities for the period July 1, 1990 to 
June 30, 1991. Boston, 1991. 2 1. 
Caption title. 


Auditing--Massachusetts 


11250 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the Massachusetts Historical Commission’s 
financial activity for the period July 1, 1990 to June 30, 
1991. Boston, 1992. 2 1. 
Caption title. 


Auditing--Massachusetts 


11251 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the Massachusetts Home Mortgage Finance 
Agency (MHMFA) for the period July 1, 1989 to June 30, 
1990. Boston, 1992. 3 1. 
Caption title. 


Auditing--Massachusetts 
11252 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the Metropolitan Area Planning Council (MAPC) 
riags period July 1, 1989 to June 30, 1991. Boston, 1992. 
Caption title. 
Auditing--Massachusetts 


11253 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the Middleton Housing Authority. Boston, 1992. 
31. 
Caption title. 


Auditing--Massachusetts 


11254 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the Millbury Housing Authority. Boston, 1992. 
31. 


MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the Newburyport Housing Authority. Boston, 
1992. 10 1. 

Caption title. 


Auditing--Massachusetts 


11256 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the North Central Correctional Institution’s 
financial activity for the period July 1, 1990 to June 30, 
1991. Boston, 1992. 2 1. 
Caption title. 


Auditing--Massachusetts 


11257 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the Office of the Inspector General’s financial 
activity for the period July 1, 1990 to June 30, 1991. 
Boston, 1991. 2 1. 
Caption title. 


Auditing--Massachusetts 


11258 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the Randolph Housing Authority. Boston, 1991. 
31 
Caption title. 
Auditing--Massachusetts 
11259 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the Rowley Housing Authority. Boston, 1992. 41 
Caption title. 


Auditing--Massachusetts 


1148 
Caption title. 

Caption title. 

Auditing--Massachusetts 
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11260 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the Sandwich Housing Authority. Boston, 1991. 


11261 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the Shrewsbury Housing Authority. Boston, 1991. 


Auditing--Massachusetts 


11262 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the Springfield Parking Authority for the period 
July 1, 1989 to June 30, 1990. Boston, 1992. 5 1. 
Caption title. 


Auditing--Massachusetts 


11263 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the Transportation Building Management Fund 
for the fiscal year ended June 30, 1990. Boston, 1991. 17 L 
Caption title. 


Auditing--Massachusetts 


11264 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the Upton Housing Authority. Boston, 1991. 3 1. 
Caption title. 


Auditing--Massachusetts 


11265 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Audit of the West Boylston Housing Authority. Boston, 
1992. 2 1. 
Caption title. 


Auditing--Massachusetts 


11266 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Financial activities and accounts of the Hampden District - 
District Attorney’s Office for the period July 1, 1989 to 
December 31, 1990. Boston, 1992. 4 1. 
Caption title. 


Auditing--Massachusetts 


11267 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Financial and compliance audit of all State funded grants 
awarded to the town of Uxbridge. Boston, 1991. 4 1. 


Auditing--Massachusetts 


11268 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Office of the State Auditor report on data processing 
activities at Cape Cod Community College, August 13, 
1991 to October 10, 1991. Boston [1991] 10 1. 


Auditing--Massachusetts 


11269 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Office of the State Auditor report on data processing 
activities at the Massasoit Community College, 
areas 1, 1991 to December 23, 1991. Boston [1992] 
7 


Auditing--Massachusetts 


11270 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Office of the State Audjtor’s report on the control and 
utilization of modernization and development funds at 
Marshfield Housing Authority, July 1, 1989 to April 30, 
1991. Boston [1991?] 13 1. 


Auditing--Massachusetts 


11271 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
Review of the Commonwealth’s obligations of the 
Northampton Redevelopment Authority for the period 
April 1, 1990 to September 30, 1991. Boston, 1992. 2 1. 
Caption title. 


Auditing--Massachusetts 


11272 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on agency compliance with the 
Office of the Comptroller’s official year-end closing 
instructions for cash and revenue management, fiscal year 
1991. Boston [1991?] 13 1. 


Auditing--Massachusetts 


11273 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on agency compliance with the 
Office of the Comptroller’s official year-end closing 
instructions for encumbrance and  advance-fund 
management, fiscal year 1991. Boston [19917] 23 1. 


Auditing--Massachusetts 


SL. 
Caption title. Caption title. 
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11274 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on the activities of the Bourne 
Housing Authority, April 1, 1989 to March 31, 1991. 
Boston [1991] 48 p. 


Auditing--Massachusetts 


11275 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on the activities of the Brookline 
Housing Authority, April 1, 1990 to March 31, 1991. 
Boston [1991] 39 p. 


Auditing--Massachusetts 


11276 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on the activities of the 
Commonwealth Service Corps, January 1, 1983 to June 30, 
1990. Boston [n.d.] 9 1. 


Auditing--Massachusetts 


11277 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on the activities of the Department 
of Food and Agriculture, July 1, 1989 to June 30, 1990. 
Boston [n.d.] 9 1. 


Auditing--Massachusetts 


11278 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on the activities of the Framingham 
Housing Authority, January 1, 1990 to December 31, 1990. 
Boston [1991] 40 p. 


Auditing--Massachusetts 


11279 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on the activities of the Franklin 
County Regional Housing Authority, October 1, 1989 to 
September 30, 1990. Boston [1991] 72 p. 


Auditing--Massachusetts 


11280 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on the activities of the Holbrook 
Housing Authority, July 1, 1990 to June 30, 1991. Boston 
[1991] 29 p. 


Auditing--Massachusetts 


11281 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on the activities of the Ipswich 
Housing Authority, April 1, 1990 to March 31, 1991. 
Boston [1991] 34 p. 


Auditing--Massachusetts 


11282 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on the activities of the Massachusetts 
Treatment Center at Bridgewater. Boston [n.d.] 12 1. 


Auditing--Massachusetts 


11283 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor's report on the activities of the 
Middleborough Housing Authority, January 1, 1990 to 
December 31, 1990. Boston [1991] 32 1. 


Auditing--Massachusetts 


11284 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on the activities of the Newton 
Housing Authority, January 1, 1990 to December 31, 1990. 
Boston [1991] 36 1. 


Auditing--Massachusetts 


11285 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on the activities of the North 
Attleboro Housing Authority, July 1, 1989 to June 30, 
1990. Boston [1991] 30 1. 


Auditing--Massachusetts 


11286 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on the activities of the Springfield 
Housing Authority, April 1, 1990 to March 31, 1991. 
Boston [1991] 50 p. 


Auditing--Massachusetts 
11287 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 


State auditor’s report on the activities of the State Racing 
— July 1, 1990 to June 30, 1991. Boston [19917] 


Auditing--Massachusetts 


% 

: 


Monthly Checklist of State Publications Vol. 83, no. 7 


11288 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on the activities of the Stoughton 
Housing Authority, July 1, 1990 to June 30, 1991. Boston 
[1991] 36 p. 


Auditing--Massachusetts 


11289 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on the activities of the Warren 
‘Housing Authority, January 1, 1990 to December 31, 1990. 
Boston [1991] 32 p. 


Auditing--Massachusetts 


11290 
MASSACHUSETTS. STATE AUDITOR’S OFFICE. 
State auditor’s report on the activities of the Watertown 
Housing Authority, January 1, 1990 to December 31, 1990. 
Boston [1991] 36 p. 


Auditing--Massachusetts 


11291 
MASSACHUSETTS. STATE COLLEGE BUILDING 
AUTHORITY. Annual report. 1991. Boston. 3 1. 
76-646612 
State universities and  colleges--buildings--costs-- 
Massachusetts 
Dormitories--Massachusetts 


11292 
MASSACHUSETTS. STATE ETHICS COMMISSION. 
Statement of financial interests instruction booklet, 1991. 
[Boston, n.d.] 25 p. 


Financial disclosure--Massachusetts 


11293 
MASSACHUSETTS. STATE LIBRARY OF 
MASSACHUSETTS. Massachusetts State publications. 
1990. [Boston] Office of the Secretary of State. 199 p. 
annual. 
$12.25; available from: State Bookstore, Room 116, 
State House, Boston, MA 02133. 


80-644602 
State publications--bibliography--Massachusetts 


11294 
MASSACHUSETTS. STATE OFFICE OF 
AFFIRMATIVE ACTION. Annual report to Governor 
William F. Weld. 8th; 1990. [Prepared by Joan McLaurin. 
Boston] iii, 67 p. + ill. 

87-647300 
Affirmative action programs--Massachusetts 
State officials and employees--Massachusetts 


11295 
MASSACHUSETTS. STATE OFFICE OF MINORITY 
AND WOMEN BUSINESS ASSISTANCE. Directory. 
1991/92. [Boston] xxxvii, 164 p. 
Title on spine: Minority & women business directory. 
sn91-27840 
Minority business enterprises--directories--Massachusetts 
Women-owned business enterprises--directories-- 
Massachusetts 


11296 
MASSACHUSETTS. UNIVERSITY OF 
MASSACHUSETTS AT AMHERST. The Fine Arts 
Center, Annual report. 1988/89-1990/91. [Amherst] 3 v. ill. 

Report years end June 30. 


Centers for the performing arts--Massachusetts--Amherst 


11297 
MASSACHUSETTS. UNIVERSITY OF 
MASSACHUSETTS AT AMHERST. Water Resources 
Research Center. Effects of land uses and hydrogeologic 
characteristics on nitrate and sodium in groundwater, by 
William J. Goetz [and others] Amherst, 1991. vi, 94 p. 
(Publication no. 162) 


Nitrates--Massachusetts 

Water, Underground--Massachusetts 
Zoning--Massachusetts 

Water, Underground--sodium content--Massachusetts 


11298 
MASSACHUSETTS. UNIVERSITY OF 
MASSACHUSETTS AT AMHERST. Water Resources 
Research Center, Effects of pond chemistry on two 
syntopic mole salamanders, Ambystoma jeffersonianum 
and A.maculatum, in the Connecticut Valley of 
Massachusetts, by Scott D. Jackson and Curtice R. Griffin. 
Amherst, 1991. viii, 42 p. ill. (Publication no. 163) 


Salamanders--Massachusetts 


11299 
MASSACHUSETTS. UNIVERSITY OF 
MASSACHUSETTS AT AMHERST. Water Resources 
Research Center, Ozone and acidic precipitation effects on 
mycorrhizal formation and growth of tree seedlings, by 
William J. Manning [and others. Amherst] 1991. v, 41 p. 
ill. (Publication no. 164) 


Mycorrhizal plants 

Trees--seedlings 

Plants, Effect of ozone on 

Plants, Effect of acid precipitation on 
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11300 
MASSACHUSETTS. UNIVERSITY OF 
MASSACHUSETTS AT AMHERST. Water Resources 
Research Center, Production and transport of biogenic 
volatiles from a freshwater, floating-mat bog, 
Thomas P. Army and Harold F. Hemond. Amherst, 1990. 
xv, 180 p. ill. (Publication no. 165) 


Peat bogs--Massachusetts 


11301 
MASSACHUSETTS. UNIVERSITY OF 
MASSACHUSETTS AT BOSTON. 

The voices of the elderly: a Massachusetts survey of health 
and service concerns [by] Elba Caraballo [and] Scott A. 
Bass. Boston, 1991. 23, ii, xvi, 24 1. 

92-621525 
Aged--health and hygiene--Massachusetts 
Aged--services for--Massachusetts 


11302 
MASSACHUSETTS. WATER RESOURCES 
AUTHORITY. Annual report. 1990/91. [Boston] 32 p. ill. 
87-645183 
Water resources development--Massachusetts 


MICHIGAN 


11303 
MICHIGAN. BUREAU OF ELECTIONS. Michigan 
congressional districts 1992 apportionment plan. [Lansing, 
1992] unpaged. ill. 


Election districts--maps--Michigan 


11304 
MICHIGAN. BUREAU OF ELECTIONS. Michigan 
House of Representatives 1992 apportionment plan. 
[Lansing, 1992] unpaged. ill. 


Election districts--maps--Michigan 


11305 
MICHIGAN. DEPT. OF MANAGEMENT AND 
BUDGET. Office of Accounting, Comprehensive annual 
financial report of the State of Michigan. 1990/91. 
[Lansing] xii, 215 p. ill. 

Report year ends Sept. 30. 

87-658543 

Finance, Public--Michigan 


11306 
MICHIGAN. DEPT. OF SOCIAL SERVICES. Data 
Reporting Section. Foster care case management report. 
1990/91. [Lansing, unpaged. (USS publication 292) 
Report year ends in Sept. 
82-642270 
Foster home care--statistics--Michigan 


11307 

MICHIGAN. GEOLOGICAL SURVEY DIVISION. 
Hydrogeology of Huron County, Michigan, by MJ. Sweat. 
Prepared in cooperation with the U.S. Geological Survey 
and Huron County. Lansing, 1992. viii, 76 p. ill. (US. 
Geological Survey. Water-resources investigations report 
91-4133) 

Available by purchase from U.S. Geological S»rvey, 
Books and Open-File Reports Section, Box 25425, Teacvl 
Center, Denver, CO 80225-0425. 


Hydrogeology--Michigan 


11308 
MICHIGAN. LEGISLATURE. 
General Motors v Romein; retroactive payment of 
workers’ compensation benefits, by Suzanne Margules. 
Lansing, 1992. 15 1. (Issue paper) 
On cover: A series of papers examining critical 
budgetary issues facing the Michigan Legislature. 
92-621582 
Workers’ compensation--Michigan 


11309 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; financial audit including the provisions of the 
Single audit act of the Department of Social Services, 


October 1, 1988 through September 30, 1990. [Lansing, 
1992] v, 68 p. 


Auditing--Michigan 


11310 
MICHIGAN. OFFICE OF THE AUDITOR GENERAL. 
Audit report; performance audit of the Bureau of Audit 
and Bureau of Programs, Department of Corrections, 


October 1, 1989 through December 31, 1991. [Lansing, 
1992] iv, 10 p. 


Auditing--Michigan 


11311 
MICHIGAN. STATE HOUSING DEVELOPMENT 
AUTHORITY. Annual report. 17th-19th; 1986/87- 
1988/89. [Lansing] 3 v. ill. 
Report year ends June 30. 


72-610315 
Housing--Michigan 


11312 
MICHIGAN. UNIVERSITY OF MICHIGAN, Ann 
Arbor. Muscum of Art. Jasper Johns; prints from the 
Kaufman Collection [exhibition held] ...16 November 1991 
- 12 January 1992. [Ann Arbor, 1992] folder. ill. 


Art--exhibitions 


| 
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11313 
MICHIGAN. UNIVERSITY. OF MICHIGAN, Ann 
Arbor. Museum of Art, Joanne Leonard; not losing her 
memory: stories in photographs, words, and 
[exhibition held]...4 April - 7 June 1992. [Ann Arbor, 
19917] folder. ill. 


Art--exhibitions 


11314 

MICHIGAN. UNIVERSITY OF MICHIGAN, Ann 
Arbor. Museum of Art, Sylvia Plimack Mangold works on 
paper 1968-1991; with a catalogue raisonné of the prints 
[by] Ellen G. D’Oench [and] Hilarie Faberman. [Ann 
Arbor, 1992] 144 p. ill. 

Issued in cooperation with the Davison Art Center, 
Wesleyan University. 

Distributed by the University of Press. 


91-76153 
Art--exhibitions 


Minnesota documents which are on microfiche may be 

purchased from the Documents Center, 117 University 

jr St. Paul, MN 55125. Prepayment is required; 
deposit accounts received. 


11315 
MINNESOTA. CRIMINAL JUSTICE INFORMATION 
SYSTEMS SECTION. State of Minnesota crime 
information. 1990. Kathleen F. Leatherman, editor. 
xi, 138 p. ill. 

Cover title: Minnesota ... 

87-954467 

Criminal statistics--Minnesota 


11316 
MINNESOTA. DEPT. OF ADMINISTRATION. Capital 
budget reform, a report to the Legislature from the 
Capital Budget Steering Committee. [St. Paul] 1992. 59 p. 
ill. 


92-621589 
Capital budget--Minnesota 


11317 
ADMINISTRATION. 
ision. State 
data: report recommendations to the 
Minnesota Legislature. St. Paul [1992] 114 p. 

92-621590 


Mailing lists--Minnesota 
Government information--Minnesota 
Licenses--Minnesota 

Public records--Minnesota 


11318 
MINNESOTA. DEPT. OF EDUCATION. Minnesota 
educational effectiveness program evaluation report [by] 
Center for Applied Research and Educational 
Improvement. [St. Paul] 1992. 69 p. ill. 


School districts--Minnesota 
Education and state--Minnesota 
Educational innovations--Minnesota 


11319 
MINNESOTA. DEPT. OF EDUCATION. Status of 
school age child care or extended day programs in 
Minnesota schools. [St. Paul] Dept. of Education, School 
Age Child Care Initiative, 1991. 13 p. 


Day care centers--Minnesota 
School-age child care--Minnesota 


11320 


prevention strategies a 


Peter Benson. St. Paul] 1992. i, 54 p. ill. 


Alcoholism--prevention--study and teaching--Minnesota 

Drug abuse--prevention--study and teaching--Minnesota 

Youth--drug use--prevention--study and  teaching-- 
Minnesota 

Youth--alcohol use--prevention--study and teaching-- 
Minnesota 


11321 
MINNESOTA. DEPT. OF FINANCE. Minnesota 
statewide systems project, accounting, human resources, 
payroll, purchasing; report to the Legislature [by KPMG 
Peat Marwick. St. Paul] 1992. various pagings. ill. 


Information storage and retrieval systems--Minnesota 
Administrative agencies--Minnesota 


11322 
MINNESOTA. DEPT. HEALTH. Services for Children 
with Handicaps, Guidelines of care for children with 
ial health care needs, congenital heart disease. 
[Minneapolis, 1990] 46 p. ill. 


Congenital heart disease in children--Minnesota 
11323 
MINNESOTA. DEPT. HEALTH. Services for Children 
Guidelines of care for children with 
special health care needs, spina bifida [Minneapolis, 1990] 
56 p. ill. 


Spina bifida--Minnesota 
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11324 
MINNESOTA. DEPT. OF HUMAN SERVICES. Division 
’ ices. 1990 child care legislative report; 
status report of child care services to the Minnesota State 
Legislature. [St. Paul] 1990. 18, 7 p. 


Child care services--Minnesota 


11325 


Division, per per capita net 1991. 
[St. Paul] 27 p. 

91-641369 
Public welfare--Minnesota 


11326 
DEPT. OF SERVICES. Finance 


Division, program. 1989/90. 
[St. Paul] 25 p. 


Supplemental security income programs--Minnesota 


11327 
MINNESOTA. DEPT. OF JOBS AND TRAINING. 
Research and Statistics Office. Minnesota employment 
outlook to 1996. St. Paul, 1992. 72 p. ill. 

92-621591 
Employment forecasting--statistics--Minnesota 


11328 
MINNESOTA. DEPT. OF NATURAL RESOURCES. 
1991 State park status report. [St. Paul, n.d.] 15 p. ill. 


Parks--Minnesota 


11329 
MINNESOTA. DEPT. OF PUBLIC SERVICE. A cost- 
effective market for photovoltaics in Minnesota, a report 
to the Minnesota Legislature. [St. Paul] 1992. 11 p. 


Photovoltaic power generation--Minnesota 


11330 
MINNESOTA. DEPT. OF PUBLIC SERVICE. Review 
of Minnesota’s building code energy conservation 
measures and potential for improvement, a report to the 
Minnesota Legislature. [St. Paul] 1992. 7 p. 


Buildings--energy conservation--Minnesota 


11331 
MINNESOTA. DEPT. OF REVENUE. Property taxes 
levied in Minnesota. 1990. St. Paul. x, 256 p. ill. 
76-371289 
Property tax--statistics--Minnesota 


11332 
MINNESOTA. DEPT. OF TRANSPORTATION. Office 
of the Commissioner, Minnesota rail-highway grade 
crossing safety improvement study, prepared by Allyson J. 
Hartle [and] Francis C. Marshall. St. Paul, 1992. various 


pagings. ill 
Cover title: Rail-highway grade... 
92-621592 
Railroads--crossings--Minnesota 


11333 
MINNESOTA. DIVISION OF FISH AND WILDLIFE. 
Ecological Services Section. Control of rooted aquatic 
vegetation, algae, leeches, and swimmers’s itch in 1990, by 
Steven Enger. [St. Paul] 1991. unpaged. (Staff report 10) 


Aquatic plants--control--Minnesota 


11334 
MINNESOTA. DIVISION OF HEALTH RESOURCES. 
Residential care home, a report to the 1992 Legislature. 
St. Paul, 1992. iv, 38 p.+ ill. 

92-621593 
Rest homes--Minnesota 


11335 
MINNESOTA. DIVISION OF PARKS AND 
RECREATION. A quiet crisis in Minnesota State parks, 
1992 capital budget status report, MN Department of 
Natural Resources. [St. Paul, n.d.] 11 p. ill. 


Parks--finance--Minnesota 


11336 
MINNESOTA. HIGHER EDUCATION 
COORDINATING BOARD. Review and comment on 
Annual report of the Minnesota Higher Education 
Facilities Authority. 1989/90-1990/91. [St. Paul] 2 v. 


College facilities--Minnesota 


11337 
MINNESOTA. HUMANITIES COMMISSION. 
Minnesota’s future in mind. [St. Paul, 19907] 18 p. ill. 


Humanities--Minnesota 


11338 
MINNESOTA. HUMANITIES COMMISSION. Report 
to the State. 1990/91. [St. Paul] 16 1. 

82-644364 
Humanities--Minnesota 


he 
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11339 
MINNESOTA. INDIAN AFFAIRS COUNCIL. Report on 
American Indian adolescent chemical dependency program 
models. Submitted to Chemical Dependency Program 
Division, Dept. of Human Services. [St. Paul] 1991. 33 1. 
ill. 


92-621594 
Indians of North America--youth--substance use-- 
Minnesota 
Indians of North America--substance use--Minnesota 
Youth--substance use--Minnesota 
Indians of North America--social conditions--Minnesota 


11340 
MINNESOTA. INTERAGENCY EXOTIC SPECIES 
TASK FORCE. Report and recommendations of the 
Minnesota Interagency exotic Species Task Force, 
submitted to the Natural Resources Committees of the 
Minnesota House and Senate. [St. Paul] 1991. various 


pagings. 
On t.p.: Final edit, July 1991. 
92-621595 
Animal introduction--Minnesota 
Plant introduction--Minnesota 


11341 
MINNESOTA. LEGISLATIVE COMMISSION ON 
EMPLOYEE RELATIONS. The use of the unclassified 
State civil service for non-managerial positions. [St. Paul] 
1990. 34 p. ill. 

92-621596 
Civil service--Minnesota 
State officials and employees--Minnesota 


11342 
MINNESOTA. LEGISLATIVE COMMISSION ON 
MINNESOTA RESOURCES. Impact of present and 
potential forest road systems on timber, tourism, wildlife, 
and aesthetic resources [by] Dietmar Rose [and others. 
St. Paul] 1991. 148 1. ill. 

At head of title: Project documentation for the LCMR 

funded project. 

92-621597 
Forest roads--Minnesota 


11343 
MINNESOTA. LEGISLATIVE COMMISSION ON 
WASTE MANAGEMENT. Report and recommendations 
regarding the hazardous waste generator tax and the tax 
rates imposed under section 115B.22, prepared by Tom S. 
Hanson. [St. Paul] 1991. 28 p. ill. 

At head of title: Staff report to the Legislative 

Commission on Waste Management. 

92-621598 
Hazardous waste management  industry--taxation-- 
Minnesota 
Environmental impact charges--Minnesota 


11344 
MINNESOTA. LEGISLATIVE COMMISSION ON 
WASTE MANAGEMENT. Report on statewide waste 
facility siting procedures. [St. Paul] 1992. i, 13 p. 


Refuse disposal facilities--location--Minnesota 
Refuse and refuse disposal--Minnesota 


11345 
MINNESOTA. METROPOLITAN COUNCIL. 
Metropolitan agencies personnel, ethical practices, and 
communication activities, report to Minnesota Legislature 
[by] Metropolitan Airports Commission [and others] 
St. Paul, 1992. 118 p. (Publication no. 505-91-0904) 


Local officials and employees--Minnesota 
Personnel management--Minnesota 


11346 
MINNESOTA. MINNESOTA PLANNING. Choosing our 
future, a Minnesota milestone report, preliminary vision 
—— [St. Paul] 1992. 29 p. ill. 
The Legislature created the Minnesota Planning office 
in 1991. Its predecessor was the State Planning Agency, 
which operated from 1983 to 1991. 


Economic policy--Minnesota 
Social policy--Minnesota 


11347 
MINNESOTA. MINNESOTA PLANNING. Long-Range 
Planning. High stakes: gambling in Minnesota. [St. Paul] 
1992. 86 p. ill. 

92-621599 


Gambling--Minnesota 


11348 
MINNESOTA. MINNESOTA PLANNING. 
Stray voltage, report and recommendations 
of the ... to the Minnesota Environmental Quality Board. 
St. Paul, 1991. ii, 12, 36 p. ill. 


Electricity in agriculture--Minnesota 
Electric currents, Vagrant--Minnesota 


11349 
MINNESOTA. OFFICE OF TOURISM. Tourism in the 
90’s: Minnesota directions, a report prepared by the 
stateside Tourism Advisory Committee based on 
information gathered from Minnesota’s travel and tourism 
industry at fourteen public meetings. [St. Paul] 1991. 12 p. 
ill. 


Tourist trade--Minnesota 


Monthly Checklist of State Publications Vol. 83, no. 7 


11350 


heartland/vikingland travel directory. [Brainerd, 1992} 
99 p. ill. 


Description and travel--Minnesota 
Hotels, taverns, etc.--directories--Minnesota 
Motels--directories--Minnesota 


11351 
MINNESOTA. OFFICE OF TOURISM. Northeastern 
Minnesota Regional Office. 1992 arrowhead travel 
directory. [Duluth, n.d.] 67 p. ill. 


Description and travel--Minnesota 
Hotels, taverns, etc.--directories--Minnesota 
Motels--directories--Minnesota 


11352 
MINNESOTA. OFFICE OF TOURISM. Southern 
i 1992 southern travel directory. 
[Mankato, n.d.] 134 p. ill. 


Description and travel--Minnesota 
Hotels, taverns, etc.--directories--Minnesota 
Motels--directories--Minnesota 


11353 
MINNESOTA. POLLUTION CONTROL AGENCY. 
Alternatives to Superfund for landfill cleanup, prepared by 
Julie M. Ketchum. [St. Paul, 1991] P22 p. 

92-621600 
Hazardous waste sites--Minnesota 


1134 
MINNESOTA. PUBLIC UTILITIES COMMISSION. 
Report on the elimination of four-party service in the 
State. St. Paul, 1992. various pagings. ill. 

92-621601 
Telephone lines--Minnesota 


11355 
MINNESOTA. RURAL DEVELOPMENT BOARD. 
7 to the Minnesota Legislature. [St. Paul] 1992. 34 p. 


Rural development--Minnesota 


11356 
MINNESOTA. STATE BOARD OF TECHNICAL 
COLLEGES. Report on policy for students with 
disabilities. [St. Paul] 1992. 72 p. ill. 


Handicapped--education, higher--Minnesota 
Technical education--Minnesota 


11357 
MINNESOTA. STATE COUNCIL ON VOCATIONAL 
TECHNICAL EDUCATION. Biennial report. 1987/89- 
1989/91. [St. Paul] 2 v. 
Report period ends June 30. 


Vocational education--Minnesota 
Technical education--Minnesota 


11358 
MINNESOTA. STATE JOB TRAINING OFFICE. 
Annual report on programs and achievements. 1989/90. 
[St. Paul] 34 p. ill. 
Report year ends June 30 


Occupational training--Minnesota 


11359 
MINNESOTA. UNIVERSITY OF MINNESOTA. 
Libraries, Twin Cities campus libraries annual report. 
1990/91. [Minneapolis] 26 p. ill. 


Libraries, University and college--Minnesota--Minneapolis 


the Dunka Road Cu-Ni prospect, northeastern Minnesota, 
by Stephen D. Geerts. Duluth, 1991. x, 63 p. ill. (Technical 
report NRRI/TR-91/14) 

Issued with geologic maps in separate envelope. 


Geology, Stratigraphic--Minnesota 
Mines and mineral resources--Minnesota 


to the McKnight Foundation, by William J. Craig and 
William S. Anderson. [n.p.] Mississippi River 
Environmental Data Inventory Project, 1991. v, 38 p. ill. 
(Publication no. CURA 91-9) 

92-621602 
Rivers--Mississippi River 
Water--pollution--maps--Mississippi River 


Resources for cupaianeh, by Kim Pengelly [Minneapolis 
1991. vi, 80 p. (Publication no. CURA 91-8) 


Community organization--Minnesota 
Community organization--United States 
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ioe MINNESOTA. UNIVERSITY OF MINNESOTA, Duluth, | 
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= MINNESOTA. UNIVERSITY OF MINNESOTA, 
11362 
ae MINNESOTA. UNIVERSITY OF MINNESOTA, 
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fo i 
Vacant lands in ‘Minneapolis a St. Paul: an copneetion 
of the urban land market in the central city, by Barbara 
Lukermann, Judith A. Martin, and Sandra de Montille. 
[Minneapolis] 1991. v,49p. ill. (Publication 
no. CURA 91-10) 


92-621603 
Land use, Urban--Minnesota--Minneapolis 
Real estate development--Minnesota--Minneapolis 
Land use, Urban--Minnesota--St. Paul 
Real estate development--Minnesota--St. Paul 


11364 
MINNESOTA. VETERANS HOMES BOARD. Long 
range planning study, Hastings and Minneapolis campuses 
[by] Tronnes Reiling Associates, Inc. with BWBR 
Architects, Inc. [and others. St. Paul, 1992] 
v, 92, A4, B2, C2 1. ill. 


Soldiers’ homes--planning--Minnesota--Hastings 
Soldiers’ homes--planning--Minnesota--Minneapolis 


11365 
MISSISSIPPI. SUPREME COURT. West’s Mississippi 
cases reported in Southern reported, second series. 
[Vol.] 586 So.2d-588 So.2d. St. Paul, West Publishing Co. 
various pagings. 

74-1004 


Law reports, digests, etc.--Mississippi 


MISSOURI 


11366 
MISSOURI. AGRICULTURAL EXPERIMENT 
STATION, Columbia. Conservation and environmental 
issues affecting Missouri agriculture; report of seminar 
[held] November 14-15, 1991, Columbia, Missouri. 
Columbia [1991?] 63 p. ill. (Special report 434) 
92-621583 


Soil conservation--congresses--Missouri 
Agriculture--congresses--Missouri 


11367 
MISSOURI. AGRICULTURAL EXPERIMENT 
STATION, Columbia. Corn soil insects research; 
insecticide evaluations. 1991. [By] Judy A. Grundler [and] 
Armon J. Keaster. [Columbia] 34 p. annual. (Special 
report 431) 

sf85-2143 
Corn--diseases and pests 


11368 
MISSOURI. AGRICULTURAL EXPERIMENT 
STATION, Columbia, Missouri crop performance; grain 
sorghum. 1991. [By Harry C.] Minor [and others] 
Columbia. 17 p. ill. (Special report 432) 


sf85-2143 
Sorghum--Missouri 


11369 
MISSOURI. AGRICULTURAL EXPERIMENT 
STATION, Columbia, Missouri crop performance; 
soybean. 1991. [By HarryC.] Minor [and others] 
Columbia. 61 p. ill. (Special report 433) 


sf85-2143 
Soybean--Missouri 


11370 
MISSOURI. AGRICULTURAL EXPERIMENT 
STATION, Columbia. Winter wheat, 1991 Missouri crop 
performance [by K.D.] Kephart [and others] Columbia, 
1991. 33 p. ill. (Special report 429) 


sf85-2143 
Wheat--Missouri 


11371 
MISSOURI. DEPT. OF AGRICULTURE. Annual crop 
summary. 1989-90. [Jefferson City] 2 v. 


Field crops--Missouri 


11372 
MISSOURI. DEPT. OF CORRECTIONS. Planning, 
Research, and Evaluation Unit, The almanac; a question 
and answer guide to the Missouri State adult correctional 
system. [Jefferson City] 1992. 57 p. ill. 

92-621584 
Corrections--statistics--Missouri 


11373 
MISSOURI DEPT. OF ELEMENTARY AND 
SECONDARY EDUCATION. Directory of Missouri 
public school administrators. 1991/92. [Jefferson City] 
38 p. ill. annual. 


School administrators--directories--Missouri 


11374 
MISSOURI DEPT. OF HEALTH. Draft for public 
meetings; DOH year 2000 strategic plan, 2nd edition: 
health Missourians 2000. [Jefferson City, 1992] 131 p. ill. 


Health planning--Missouri 

11375 
MISSOURI. DEPT. OF HEALTH. Office of Personnel 
and Training, Personnel directory. [Jefferson City] 1992. 
ii, 42 p. ill. 


Public health administration--directories--Missouri 


MINNESOTA. UNIVERSITY OF MINNESOTA, 
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11376 
MISSOURI. DEPT. OF NATURAL RESOURCES. 
Executive summary; Missouri outdoor recreation plan. 
[Jefferson City, n.d.] unpaged. ill. 


Outdoor recreation--planning--Missouri 


11377 
MISSOURL DEPT. OF NATURAL RESOURCES. Hold 
your ground; a practical guide for protecting your natural 
resources, written by William Seffens. Edited by Mike 
Dillon. Ill. by Don Rasch. [n.p.] St. Louis County Soil and 
Water Conservation District [n.d.] III, 76 p. ill. 


Conservation of natural resources--Missouri 


11378 
MISSOURI. DEPT. OF NATURAL RESOURCES. 
Missouri outdoor recreation. [Prepared in cooperation 
with U.S. National Park Service for State Inter-Agency 
Council for Outdoor Recreation. Jefferson City] 1991. 2 v. 
Vol. 2 is ill. 
Contents: ---v. 1. Assessment and policy plan. ---v. 2. 
Special studies. 
92-621585 


Outdoor recreation--planning--Missouri 


11379 
MISSOURI. DIVISION OF ENERGY. DNR energy 
video. [Jefferson City, 1992] videocassette. 


Power resources--Missouri 
Energy conservation--Missouri 


11380 

MISSOURI DIVISION OF ENVIRONMENTAL 
QUALITY. Water-quality characterization of the Spring 
River Basin, southwestern Missouri and southeastern 
Kansas, by Jerri V. Davis and John G. Schumacher. 
Prepared in cooperation with the U.S. Geological Survey. 
Rolla, 1992. viii, 112 p. ill. (U.S. Geological Survey. Water- 
resources investigations report 90-4176) 

For sale from: U.S. Geological Survey, Books and 
Open-File Reports Section, Federal Center, Box 25425, 
Denver, CO 80225. 


Water quality--Missouri 
Water quality--Kansas 


11381 
MISSOURI. ENVIRONMENTAL IMPROVEMENT 
AND ENERGY RESOURCES AUTHORITY. Annual 
report. 1990/91. [Jefferson City] 20 p. ill. 

Report year ends June 30. 

87-647843 
Environmental protection--Missouri 
Pollution--environmental aspects--Missouri 
Power resources--Missouri 


11382 
MISSOURL GENERAL ASSEMBLY. House of 
i Missouri House of Representatives 
telephone directory; second regular session, 86th General 
Assembly. [Jefferson City, n.d.] unpaged. ill. 


Legislative bodies--officials and employees--directories-- 
Missouri 


11383 
MISSOURI GENERAL ASSEMBLY. House _ of 
Representatives. Missourians first. [Jefferson City, 1992] 4 
pieces in portfolio. 


Social policy--Missouri 
Economic policy--Missouri 


11384 
MISSOURI. HIGHWAY AND TRANSPORTATION 
DEPT. Division of Materials and Research, Density of 
thin lift bituminous mixtures by nuclear methods; final 
report. Prepared in cooperation with Federal Highway 
Administration. [Jefferson City] 1991. iii, 85 1. ill. (Missouri 
cooperative highway research program 90-1) 
Available from National Technical Information 
Service, Springfield, VA 22161. 


Pavements--overlays 


11385 
MISSOURI. HIGHWAY AND TRANSPORTATION 
DEPT. Division of Planning, Missouri traffic map. 1991. 
Prepared in cooperation with the Federal Highway 
Administration. [Jefferson City] col. map on 
sheet 64 x 83 cm. 


Traffic surveys--maps--Missouri 


11386 
MISSOURI. HIGHWAY AND TRANSPORTATION 
DEPT. Division of Planning, Status of Missouri State 
highways by routes & systems. 1991. [Prepared] in 
cooperation with Federal Highway Administration. 
[Jefferson City] 286 p. ill. 


Roads--statistics--Missouri 


11387 
MISSOURI. OCCUPATIONAL INFORMATION 
COORDINATING COMMITTEE. Occupational data 
book. [Jefferson City] 1992. various pagings. ill. 
Cover title: Education/training program inventories. 


Vocational guidance--Missouri 
Occupations--Missouri 


\ 
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11388 
congressional districts. [Jefferson City, 1991? 10] 1. ill. 


Election districts--Missouri 


11389 
MISSOURL [OFFICE OF ADMINISTRATION] Missouri 
House of Representatives final plan of the House 
—_—,, Commission. [Jefferson City, 1991?] pieces. 


Election districts--Missouri 


11390 
MISSOURL OFFICE OF ADMINISTRATION. Missouri 
Senate 1991. [Jefferson City, 1991? 4] 1. ill. 


Election districts--Missouri 


11391 
d Te 


1990/91. [Jefferson City] ii, 88 1. ill. 
Report year ends June 30. 
86-656197 
Electronic data processing--Missouri 


11392 
MISSOURI. OFFICE OF ADMINISTRATION. Division 
of Personnel, State of Missouri merit system pay plan and 
index of classes. [Jefferson City] 1990. vii, 48 1. 


State officials and employees--salaries, etc.--Missouri 


11393 
MISSOURI. OFFICE OF THE SECRETARY OF 
STATE. Missouri securities law; a guide for law 
enforcement officers. [Jefferson City, n.d.] 12 p. 


Securities--Missouri 


11394 
MISSOURI. OFFICE OF THE SECRETARY OF 
STATE. Penny stocks; a guide for beginning investors. 
[Jefferson City, n.d.] 13 p. 


Penny stocks 

11395 
MISSOURI. OFFICE OF THE SECRETARY OF 
STATE. Your securities account; a guide for beginning 
investors. [Jefferson City, n.d.] 14 p. 


Securities 


Southwest Missouri economic 
review. 1992. ie Roe 27 p. ill. annual. 


Economic history--Missouri 


11397 
MISSOURI. STATE AUDITOR. Children’s Trust Fund 
Board, two years ended June 30, 1991. Jefferson City, 
1992. i, 24 p. (Report 92-16) 


Auditing--Missouri 


11398 
MISSOURI. STATE AUDITOR. Department of 
Economic Development, Administrative Services, 
economic development programs, management 
information systems, Unclaimed Property Section and 
Women’s Council, two years ended June 30, 1991. 
Jefferson City, 1992. ii, 53 p. ill. (Report 92-19) 


Auditing--Missouri 


11399 
MISSOURI. STATE AUDITOR. Department of Mental 
Health, Fulton State Hospital, three fom ended June 30, 
1991. Jefferson City, 1992. ii, 73 p. ill. (Report 92-13) 


Auditing--Missouri 


11400 
MISSOURL STATE AUDITOR. Department of Revenue, 
Division of Taxation and Collection, local funds, three 
years ended June 30, 1990. Jefferson City, 1992. i, 95 p. ill. 


(Report 92-29) 
Auditing--Missouri 


92-621586 


11401 
MISSOURL STATE AUDITOR. Department of Revenue, 
Division of Taxation and Collection, three years ended 
June 30, 1990. Jefferson City, 1992. ii, 161 p. 
(Report 92-28) 


92-621587 


11402 
MISSOURI. STATE AUDITOR. Department of Social 
Services, Division of Family Services, two years ended 
June 30, 1991. Jefferson City, 1992. ii, 64p. ill. 
(Report 92-24) 


Auditing--Missouri 


1159 
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11403 
MISSOURL STATE AUDITOR. Department of Social 
Services, Division of Medial Services, two years ended 
June 30, 1991. Jefferson City, 1992. ii,67p. ill. 
(Report 92-15) 


Auditing--Missouri 


11404 
MISSOURI. STATE AUDITOR. Limited review of the 
University of Missouri. Jefferson City, 1992. ii, 73 p. ill. 
(Report 92-31) 


Auditing--Missouri 

11405 
MISSOURI. STATE AUDITOR. Missouri Corporation 
for Science and Technology, two years ended June 30, 
1991. Jefferson City, 1992. i, 23 p. (Report 92-14) 
Auditing--Missouri 

11406 
MISSOURI. STATE AUDITOR. Special review of tax 
credits. Jefferson City, 1992. 25 p. (Report 92-20) 
Auditing--Missouri 


11407 
MISSOURI STATE CENTER FOR yore 


Missouri home health rallies. 1990. City. 
vi, 253, 7 p. ill. annual. (Missouri Center for Health 
Statistics publication 3.38) 

87-659137 
Home care services--statistics--Missouri 


11408 
MISSOURL. OF MISSOURI, Columbia. 
University Extension. Dead poultry composter project; Bill 
Ball composter [by] Charles Fulhage. (Columbia, n.d] 3 p. 
ill. (Water quality. WQ 206) 
50 cents. 


Poultry industry--waste disposal 


11409 
MISSOURI. UNIVERSITY OF MISSOURI, Columbia. 
Dead poultry composter project; Bill 
Wallace composter [by] Charles Fulhage. [Columbia, n.d.] 
3 p. a: (Water quality. WO 208) 
cents. 


Poultry industry--waste disposal 


11410 
MISSOURI. UNIVERSITY OF MISSOURI, Columbia. 
University Extension. Dead poultry composter project; 
Tom Swaffer composter [by] Charles Fulhage. [Columbia, 
n.d.] 3 p. ill. (Water quality. WO 207) 
50 cents. 


Poultry industry--waste disposal 


11411 
MISSOURI. UNIVERSITY OF MISSOURI, Columbia. 
A homeowner’s guide; residential 
waste stabilization lagoons [by] Robert A. Schultheis [and] 
Gwen Hubble. [Columbia, n.d.] 4 p. ill. (Water quality. 
WO 402) 


Sewage lagoons 


11412 
MISSOURI. UNIVERSITY OF MISSOURI, Columbia. 
University Extension, A homeowner’s guide; septic 
tank/absorption field systems [by] Robert A. Schultheis 
[and] Gwen Hubble. [Columbia, n.d.] 7 p. ill. (Water 
quality. WQ 401) 


Septic tanks--Missouri 


MONTANA 


11413 
MONTANA. DEPT. OF FISH, WILDLIFE, AND 
PARKS. Development of thermal models for Hungry 
Horse Reservoir and Lake Koocanusa, northwestern 
Montana and British Columbia, by Rodger F. Ferreira, 
D. Briane Adams, and Robert E. Davis. Prepared in 
cooperation with the U.S. Geological Survey. Helena, 1992. 
IV, 86 p. ill. (U.S. Geological Survey. Water-resources 
investigations report 91-4134) 
For sale from: U.S. Geological Survey, Books and 
Open-File Reports Section, Federal Center, Bldg. 810, Box 
25425, Denver, CO 80225-0425. 


Lakes--temperature--mathematical models--Lake 
Koocanusa 

Reservoirs--temperature--mathematical models--Montana-- 
Hungry Horse Reservoir 


11414 
MONTANA. DEPT. OF NATURAL RESOURCES AND 
CONSERVATION. Water development and renewable 
resource development programs. [Helena, n.d.] 10 p. ill. 


Water resources development--Montana 
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11415 
MONTANA. LAWS, STATUTES, ETC. Montana code 
annotated, adopted by Chapter 1, Laws of 1979. Vols. 12- 
15; 1991. Helena, Legislative Council. 4 v. 
Title on spine: Montana code annotated; index. 
Printed by Eastwood Printing and Pub. Co. 
90-649483 
Law--Montana 


11416 
MONTANA. [LEGISLATURE] January 1992 special 
session of the fifty-second Legislature; January 6, 1992 
through January 17, 1992; history and final status, laws of 
Montana - session laws, Montana Code annotated - statute 
text. [Helena] 1992. 232 p. 

92-621581 
Law--Montana 


11417 
MONTANA. MONTANA STATE UNIVERSITY, 
Bozeman. Extension Service. 1992 spring wheat varieties; 
performance evaluation and recommendations by the 
Montana State University Agricultural Experiment Station 
[by H.F. Bowman and others] Rev. [Bozeman] 1992. 27 p. 
(Bulletin 1093) 


Wheat--varieties--Montana 


11418 
MONTANA. MONTANA STATE’ UNIVERSITY, 
Bozeman, Extension Service, Cedar-apple rust and apple 
scab, by Jack Riesselman, Nancy W. Callan, and 
George E. Evans. [Bozeman, 1991. 3] p. ill. (Montguide; 
MT agriculture 9116(AG)) 


Apple--diseases and pests 


11419 
MONTANA. MONTANA STATE UNIVERSITY, 
Bozeman, Extension Service, The container method [by] 
Gerald L. Westesen. [Bozeman, 1991. 2] p. ill. (Water 
measurement MT 9124(AG)) 


Irrigation water--measurement 


11420 
MONTANA. MONTANA STATE’ UNIVERSITY, 
Bozeman. Extension Service. Do-it-yourself storage 
projects for recycling "good" garbage, adapted by 
Michael P. Vogel. [Bozeman, 1991. 4] p. ill. (Solid waste 
management MT 9136(HR)) 


Recycling (Waste, etc.) 


11421 
MONTANA. MONTANA STATE UNIVERSITY, 
Bozeman, Extension Service, Grain storage management, 
by Roy Linn and W.E. Larsen. [Bozeman, 1991. 4] p. ill. 
(Montguide; MT agriculture 9135(AG)) 


Grain--storage 


11422 
MONTANA. MONTANA STATE UNIVERSITY, 
Bozeman, Extension Service, A guide for planning, 
analyzing and balancing forage supplies with livestock 
demand [by John Lacey and others. [Bozeman] 1991. 16 p. 
ill. (EB 101) 


Feeds 


11423 
MONTANA. MONTANA STATE UNIVERSITY, 
Bozeman. Extension Service, Montana rights of the 
terminally ill act, by Marsha Goetting. [Bozeman, 1992. 
4] p. (Montguide; human resource development MT 9202) 
Terminally ill--Montana 
Right to die--Montana 


11424 
MONTANA. MONTANA STATE UNIVERSITY, 
Montana specialty crop 


Bozeman, Extension Service. 
dealer resource list [by H. Arlen Smith, Charles H. Rust, 
and Donald R. Baldridge] Rev. [Bozeman] 1992. 20 p. 
(EB 41) 

A reprint. 


Agricultural industries--directories--Montana 


11425 
MONTANA. MONTANA STATE UNIVERSITY, 
Office paper recycling - it’s 
good business! By Michael P. Vogel. [Bozeman, 1991. 4] p. 
(Solid waste management MT 9138(HR)) 


Waste paper--recycling 


11426 
MONTANA. MONTANA STATE UNIVERSITY, 
Bozeman, Extension Service, The Parshall flume. Pt. 2. By 
Gerald L. Westesen. [Bozeman, 1992. 4] p. ill. (Water 
measurement MT 9130(AG)) 


Stream measurements 


11427 
MONTANA. MONTANA STATE UNIVERSITY, 
Bozeman, Extension Service. Rectangular contracted weirs 
[by] Gerald L. Westesen. [Bozeman, 1991. 4] p. ill. (Water 
measurement MT 9123(AG)) 


Stream measurements 
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11428 
MONTANA. MONTANA STATE UNIVERSITY, 
Bozeman, Extension Service, Resource use planning: a 
guide for public land permittees, by John Lacey, Kim 
Enkerud, and Hal Sheets. [Bozeman, 1991. 4] p. ill. 
(Montguide; MT agriculture 9137(AG)) 


Grazing 
Public lands 


11429 
MONTANA. MONTANA STATE UNIVERSITY, 
The trajectory method [by] 
Gerald L. Westesen. [Bozeman, 1992. 2] p. ill. (Water 
measurement MT 9134(AG)) 


Stream measurements 


11430 
MONTANA. OFFICE OF PUBLIC INSTRUCTION. 
Fiscal years 1993-1995 State plan under Part B of the 
Individuals with disabilities education act. Helena, 1992. 
various pagings. ill. 

Includes: Preschool grants application under 
Section 619 of the Individuals with disabilities education 
act (IDEA) application for Federal assistance: Federal 
fiscal years 1993-1995. 


Grants-in-aid--Montana 
Handicapped children--education--finance--Montana 


NEBRASKA 


11431 
NEBRASKA. Transactions of the Nebraska Academy of 
Sciences and affiliated societies. Vol. 17; 1989. [Lincoln] 
vi, 120 p. ill. annual. 

On cover: 1880-1989, 109th anniversary, Nebraska 

Academy of Sciences. 

79-642505 
Science--societies, etc.--Nebraska 


11432 
NEBRASKA. ACCOUNTABILITY AND DISCLOSURE 
COMMISSION. A summary of political campaign 
financing: the candidates, political parties, political action 
and ballot question committees, corporations, labor 
organizations and trade, industry or professional 
associations; the 1990 State of Nebraska primary and 
general elections. Lincoln [n. d.] ii, 580 p. ill. 

$14.00. 

92-621578 
Campaign funds--Nebraska 
Financial disclosure--Nebraska 


11433 
NEBRASKA. ATTORNEY GENERAL. Attorney general 
opinions. 1990. [Lincoln] 4 p. 

63-62782 
Attorneys general’s opinions--Nebraska 


11434 
NEBRASKA. BOARD OF EXAMINERS FOR 
COUNTY HIGHWAY AND CITY STREET 
SUPERINTENDENTS. Annual report...to E. Benjamin 
Nelson, Governor. 21st; 1990. i iii, 48 p. 

73-6427 


County officials and 
Municipal officials and employees--directories--Nebraska 
Highway departments--directories--Nebraska 


11435 
NEBRASKA. CORN DEVELOPMENT, UTILIZATION, 
AND MARKETING BOARD. Nebraska Corn Board 
annual report. 1990/91. [Lincoln] 8 p. ill. 


Corn--marketing--Nebraska 


11436 
NEBRASKA. DEPT. OF ADMINISTRATIVE 
SERVICES. Central Data Processing Division, Cost 
allocation plan. 1991/92. [Lincoln] 27, A 11, 1 p. + ill. 


Electronic data processing--costs--Nebraska 


11437 
NEBRASKA. DEPT. OF AERONAUTICS. Nebraska 
aeronautical chart. 1991/92. [Lincoln] col. map on 
sheet 61 x 103 cm. fold to 30 x 15 cm. 

T3-694596 
Aeronautical charts--Nebraska 


11438 
NEBRASKA. DEPT. OF AGRICULTURE. Ag 
and] Deve sion} Nebraska 


and others. Lincoln, n. d. 10] p. ill. 
Agriculture--Nebraska 


11439 
NEBRASKA. DEPT. OF ECONOMIC 
DEVELOPMENT. A guide to doing business in Nebraska, 
prepared by College of Business Administration, 
University of Nebraska-Lincoln for the Nebraska Bankers 
Association and Dept. of Economic Development. Rev. 
1991-1992 ed. [Lincoln, n. d.] 103 p. ill. 

On cover: 1991 edition. 

92-621579 

Business enterprises--Nebraska 


11440 
NEBRASKA. DEPT. OF ECONOMIC 
DEVELOPMENT. Division of Travel and Tourism, 1991- 
1992 hotel, motel, guest ranch, and bed and breakfast 
directory, Nebraska. [Lincoln, n. d.] 92 p. ill. 


Bed and breakfast accommodations--directories--Nebraska 
Hotels, taverns, etc.--directories--Nebraska 
Motels--directories--Nebraska 
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11441 11449 
NEBRASKA. DEPT. OF ECONOMIC NEBRASKA. DEPT. OF PUBLIC INSTITUTIONS. 
DEVELOPMENT. Division of Travel and Tourism, 1992 Growing groups: the cultivation of peer support, written by 
Nebraska spring events catalog. [Lincoln, n. d. 17] p. ill. Sue E. Schlichtemeier-Nutzman. Lincoln, c1990. 7 p. 


Promotion of special events--Nebraska 


Peer pressure 


11442 11450 
NEBRASKA. DEPT. OF ECONOMIC NEBRASKA. DEPT. OF REVENUE. Your bill of rights 
DEVELOPMENT. Division of Travel and Tourism. as a Nebraska taxpayer. Lincoln [n. d.] folder. ill. 
1992-93 campground directory, Nebraska. [Lincoln, 1991?] On cover: Our pledge to you! 


59 p. ill. 


“a cover: The celebration continues. Taxation--Nebraska 


~ Camp sites, facilities, etc.--directories--Nebraska 


11451 
NEBRASKA. DEPT. OF ROADS. Materials and Tests 
11443 Division, Testing and evaluation of improved type A 
NEBRASKA. DEPT. OF ECONOMIC asphaltic concrete, ve 9 P422, — by Roy V. 
DEVELOPMENT. Division of Travel and Tourism. Sneddon i in o_o the Dept. of Roads. [Lincoln] 


Vacation Nebraska. [Lincoln, n. d.} 37 p. ill. 1991. iii, 25 1. ill. 


Description and travel--Nebraska 


Asphalt concrete--testing 


11444 11452 
NEBRASKA. DEPT. OF HEALTH. Roster, alcohol NEBRASKA. DIVISION OF VOCATIONAL 
treatment centers; licensed. Sept. 30, 1991. Lincoln. 9 p. EDUCATION. Awakening entrepreneurship in the 
annual. heartland [by] Gregg Christensen. [Lincoln, n. d.] 4 1. 


Alcoholism--treatment--directories--Nebraska Vocational education 


11453 
11445 NEBRASKA. FISHERIES DIVISION. Grove Trout 

NEBRASKA. DEPT. OF HEALTH. Roster, boarding Rearing Station. [Lincoln, n. d.] folder. ill. 

homes; licensed. Aug. 1, 1991. Lincoln. 4 p. annual. 


Rest homes--Nebraska 


Fish hatcheries--Nebraska 


11446 port. 8th; 1990. Submitted pursuant to Neb. stat. 
NEBRASKA. DEPT. OF HEALTH. Roster, domiciliary Chapter BS. Section 43-1303(4), R.R.S. Lincoln. ix, 110 p. 


facilities; licensed. Aug. 31, 1991. Lincoln. 7 p. 
At head of title: "Looking out for the children.” 
Foster home care--Nebraska 


Rest homes--Nebraska 


11447 
NEBRASKA. DEPT. OF LABOR. Administrative 11455 
Services Division. Nebraska survey of average hourly wage NEBRASKA. GAME AND PARKS COMMISSION. 1991 
rates. 1990. [Lincoln] Dept. of Labor, Labor Market Nebraska hunt guide: seasons and regulations. Lincoln 


Information. pieces. ill. annual. [n. d.] folder. ill. 


Wages--statistics--Nebraska Hunting--Nebraska 


11448 11456 
NEBRASKA. DEPT. OF MOTOR VEHICLES. Nebraska NEBRASKA. GAME AND PARKS COMMISSION. Ash 
driver’s manual. [Lincoln, 1990] 64 p. ill. Hollow: a State historical park. [Lincoln, n. d.] folder. ill. 


Automobile driving--handbooks, manuals, etc.--Nebraska Parks--Nebraska 
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11457 
NEBRASKA. GAME AND PARKS COMMISSION. 
Bluestem. [Lincoln, n. d.] folder. ill. (Nebraska lake map 
series) 


Lakes--Nebraska 


11458 
NEBRASKA. GAME AND PARKS COMMISSION. 
Branched Oak. [Lincoln, n. d.] folder. ill. (Nebraska lake 
map series) 


Lakes--Nebraska 


11459 
NEBRASKA. GAME AND PARKS COMMISSION. 
Burchard. [Lincoln, n. d.] folder. ill. (Nebraska lake map 
series) 


Lakes--Nebraska 


11460 
NEBRASKA. GAME AND PARKS COMMISSION. A 
call for wildlife: help stop poaching; operation game thief 
toll-free hotline, 1-800-742-7627 (SNAP). [Lincoln, n. d.] 
folder. ill. 
Issued in cooperation with Nebraska Wildlife 
Protectors. 


Wildlife conservation--Nebraska 
Poaching--Nebraska 


11461 
NEBRASKA. GAME AND PARKS COMMISSION. 
Camping, Eugene T. Mahoney State Park. [Lincoln, n. d.] 
folder. ill. 


Camping--Nebraska 


11462 
NEBRASKA. GAME AND PARKS COMMISSION. 


Catering menu, Eugene T. Mahoney State Park. [Lincoln, 
n. d.} folder. 


Parks--Nebraska 


11463 
NEBRASKA. GAME AND PARKS COMMISSION. 


ig menu, Platte River State Park. [Lincoln, n. d.] 
‘older. 


Parks--Nebraska 


11464 
NEBRASKA. GAME AND PARKS COMMISSION. 
Common fishes of Nebraska: an identification guide to 
more than 60 species of Nebraska fish. [Lincoln, n. d.] 
34 p. ill. 


Fishes--identification--Nebraska 


11465 
NEBRASKA. GAME AND PARKS COMMISSION. 
Conestoga. [Lincoln, n. d.] folder. ill. (Nebraska lake map 
series) 


Lakes--Nebraska 


11466 
NEBRASKA. GAME AND PARKS COMMISSION. 
Don’t lose your boat! A common sense approach to 
marine security. [Lincoln, n. d.] folder. ill. 


Boats and boating 


11467 
NEBRASKA. GAME AND PARKS COMMISSION. 
Eugene T. Mahoney State Park fishing regulations. 
[Lincoln, 19917] folder. ill. 


Fishing--Nebraska 


11468 
NEBRASKA. GAME AND PARKS COMMISSION. 
Freshwater drum. [Lincoln, n. d.] folder. ill. 


Fresh-water drum 


11469 
NEBRASKA. GAME AND PARKS COMMISSION. Gar. 
{Lincoln, n. d.] folder. ill. 


Garpikes 


11470 
NEBRASKA. GAME AND PARKS COMMISSION. 
Goldeye. [Lincoln, n. d.] folder. ill. 


Gold-eye 


11471 
NEBRASKA. GAME AND PARKS COMMISSION. 
Group and conference facilities, Eugene T. Mahoney State 
Park. [Lincoln, n. d.} folder. ill. 


Parks--Nebraska 


11472 
NEBRASKA. GAME AND PARKS COMMISSION. 
Guidelines for hunting, fishing & trapping on the 
Winnebago Indian Reservation. [Lincoln, 1990?] folder. ill. 
Issued in cooperation with the Winnebago Tribe of 
Nebraska. 


Hunting--Nebraska 
Fishing--Nebraska 
Trapping--Nebraska 
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11473 
NEBRASKA. GAME AND PARKS COMMISSION. 
Indian Cave: a Nebraska State park. [Lincoln] 1990. folder. 
ill. 


Parks--Nebraska 


11474 
NEBRASKA. GAME AND PARKS COMMISSION. 
Nebraska application information for deer and antelope 
seasons. 1991. [Lincoln] folder. ill. annual. 


Deer hunting--Nebraska 
Antelopes--Nebraska 


11475 
NEBRASKA. GAME AND PARKS COMMISSION. 
Nebraska camping: a guide to State and Federal camping 
areas. [Lincoln, n. d.] folder. ill. 


Camping--Nebraska 


11476 
NEBRASKA. GAME AND PARKS COMMISSION. 
Nebraska snowmobile guide. [Lincoln] 1991. folder. ill. 


Snowmobiling--Nebraska 


11477 
NEBRASKA. GAME AND PARKS COMMISSION. 
Nebraska State park recreational vehicle facility directory. 
[Lincoln, n. d.] folder. ill. 


Recreational vehicles--Nebraska 
Parks--directories--Nebraska 


11478 
NEBRASKA. GAME AND PARKS COMMISSION. 
Nebraska State parks: the good life, outdoors. [Lincoln, 
n. d.] 45 p. ill. 


Parks--Nebraska 


11479 
NEBRASKA. GAME AND PARKS COMMISSION. 
Panhandle recreation areas: Oliver Reservoir, Lake 


Minatare, Wildcat Hills, Bridgeport. [Lincoln] 1991. folder. 
ill. 
Recreation areas--Nebraska 

11480 
NEBRASKA. GAME AND PARKS COMMISSION. 
Passport to parks: answers to your questions about 


Nebraska’s park entry permit. [Lincoln] 1991. folder. ill. 
Parks--Nebraska 


11481 
NEBRASKA. GAME AND PARKS COMMISSION. 
Pawnee. [Lincoln, n. d.} folder. ill. (Nebraska lake map 
series) 


Lakes--Nebraska 


11482 
NEBRASKA. GAME AND PARKS COMMISSION. 
Ponca State Park. [Lincoln, n. d.] folder. ill. 


Parks--Nebraska 


11483 
NEBRASKA. GAME AND PARKS COMMISSION. 
Schramm Park State Recreation Area: a park for all 
seasons. [Lincoln] 1990. folder. ill. 


Parks--Nebraska 


11484 
NEBRASKA. GAME AND PARKS COMMISSION. 
Stagecoach. [Lincoln, n. d.} folder. ill. (Nebraska lake map 


series) 
Lakes--Nebraska 


11485 
NEBRASKA. GAME AND PARKS COMMISSION. 
Twin Lakes. [Lincoln, n. d.] folder. ill. (Nebraska lake map 
series) 


Lakes--Nebraska 
11486 


NEBRASKA. GAME AND PARKS COMMISSION. Two 
Rivers State Recreation Area. [Lincoln, n. d.] folder. ill. 


Recreation areas--Nebraska 


11487 
NEBRASKA. GAME AND PARKS COMMISSION. 
Wagon Train. [Lincoln, n. d.] folder. ill. (Nebraska lake 
map series) 


Lakes--Nebraska 


11488 
NEBRASKA. GAME AND PARKS COMMISSION. 
Welcome to Niobrara State Park. [Lincoln, n. d. 2] p. ill. 


Parks--Nebraska 


11489 
NEBRASKA. GAME AND PARKS COMMISSION. 
Wildwood. [Lincoln, n. d.] folder. ill. (Nebraska lake map 
series) 


Lakes--Nebraska 
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11490 
NEBRASKA. GAME AND PARKS COMMISSION. 
Yankee Hill. [Lincoln, n. d.] folder. ill. (Nebraska lake 
map series) 


Lakes--Nebraska 


11491 
NEBRASKA. GAME AND PARKS COMMISSION. 
Division of Planning and Programming. The Land and 
Water Conservation Fund: financial assistance for outdoor 
recreation in Nebraska communities. [Lincoln, n. d.] 
folder. ill. 


Outdoor recreation--Nebraska 


11492 
NEBRASKA. LABOR MARKET INFORMATION. 
Nebraska labor market information annual summary 
report. 1989. [Lincoln] 60 p. ill. 

90-643880 
Labor market--statistics--Nebraska 
Labor supply--statistics--Nebraska 
Wages--statistics--Nebraska 


11493 
NEBRASKA. LEGISLATIVE FISCAL OFFICE. Biennial 
budget as enacted during the legislative session. 
1991/92-1992/93. [Lincoln] ii, 78 p. 
Cover title: State of Nebraska biennial budget 
summary as enacted during the legislative session. 


Budget--Nebraska 


11494 
NEBRASKA. [LEGISLATURE] i 
Committee, Report to the General Affairs Committee [on] 
Legislative Resolution 301 [by] Andy Carothers. (Lincoln, 
d.] unpaged. 


Gambling--Nebraska 


11495 
NEBRASKA. [LEGISLATURE] General Affairs 
Committee, Report to the General Affairs Committee [on] 
Legislative Resolution 312 [by] Andy Carothers. [Lincoln, 
n. d. 11] p. ill. 


Lotteries--Nebraska 


11496 
NEBRASKA. LIBRARY COMMISSION. Nebraska long 
range plan for library services; as required by the Library 
services and construction act amendments of 1990, 
P. L. 101-254. 1990/91-1992/93. [Lincoln] 23 p. 

sn77-531 
Library services--planning--Nebraska 


11497 
NEBRASKA. OFFICE OF RURAL HEALTH. Rural 
health agenda for Nebraska: a report and 
recommendations based on the Governor’s Rural Health 
Conference to address health and mental health issues in 
rural Nebraska. [Prepared in cooperation with the] Office 
of Planning, Dept. of Public Institutions. [Lincoln] 1990. 
35 p. ill. 
Office created by Legislative bill 994. 


Rural health services--Nebraska 


11498 
NEBRASKA. PROFESSIONAL PRACTICES 
COMMISSION. Code of ethics: teaching profession. 
[Lincoln] 1990. folder. 


Teachers--professional ethics--Nebraska 


11499 
NEBRASKA. PROFESSIONAL PRACTICES 
COMMISSION. Standards of competency: teaching 
profession. [Lincoln] 1990. folder. 


Teachers--certification--Nebraska 


11500 
NEBRASKA. PROFESSIONAL PRACTICES 
COMMISSION. Teacher aides, Nebraska Professions! [sic] 
Practices Commission. [Lincoln] 1990. folder. 


Teachers’ assistants--professional ethics--Nebraska 


11501 
NEBRASKA. SECRETARY OF STATE. Board of 
Regents: Legislative bill 617, approved by the Governor 
June 10, 1991; term: 6 years. [Lincoln] 1992. [3] p. ill. 
Issued in cooperation with the deputy secretary of 
state. 


Election districts--maps--Nebraska 


11502 
NEBRASKA. SECRETARY OF STATE. Congressional 
districts: Legislative bill 615, approved by the Governor 
June 10, 1991; term: 2 years. [Lincoln] 1992. [3] p. ill. 
Issued in cooperation with the deputy secretary of 
state. 


Election districts--maps--Nebraska 


11503 
NEBRASKA. SECRETARY OF STATE. Legislative 
districts: Legislative bill 614, became law June 12, 1991, 
without approval of the Governor; term: 4 years. [Lincoln] 
1992. [16] p. ill. 
Issued in cooperation with the deputy secretary of 
state. 


Election districts--maps--Nebraska 
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11504 
NEBRASKA. SECRETARY GF STATE. Public Service 
Commission; term: 6 years, Legislative bill 618, approved 
by the Governor June 10, 1991. [Lincoln] 1992. [3] p. ill. 
Issued in cooperation with the deputy secretary of 
state. 


Election districts--maps--Nebraska 


11505 
NEBRASKA. SECRETARY OF STATE. State Board of 
Education; Legislative bill 619, approved by the Governor 
June 10, 1991; term: 4 years. [Lincoln] 1992. [3] p. ill. 
Issued in cooperation with the deputy secretary of 
state. 


Election districts--maps--Nebraska 


11506 

NEBRASKA. SECRETARY OF STATE. State of 
Nebraska constitutional officers: governor, lieutenant 
governor, secretary of state, auditor of public accounts, 
state treasurer, attorney general; term: 4 years. [Lincoln] 
1992. [2] 1. ill. 

Issued in cooperation with the deputy secretary of 
state. 


Election districts--maps--Nebraska 


11507 
NEBRASKA. SECRETARY OF STATE. State of 
Nebraska county judge districts. [Lincoln] 1992. [3] p. ill. 
Issued in cooperation with the deputy secretary of 
state. 
On t. p.: Retention to appear on general election 
ballot only. 


Election districts--maps--Nebraska 


11508 

NEBRASKA. SECRETARY OF STATE. State of 
Nebraska educational service units; 1992 county elections, 
1994 at large elections, 1996 county elections, 1998 at large 
elections, candidates names, general election, ballot only. 
[Lincoln] 1992. [2] 1. ill. 

Issued in cooperation with the deputy secretary of 
state. 


Election districts--maps--Nebraska 


11509 
NEBRASKA. SECRETARY OF STATE. Supreme Court 
judicial districts; Legislative bill 616, approved by the 
Governor June 10, 1991. [Lincoln] 1992. [3] p. ill. 
Issued in cooperation with the deputy secretary of 
state. 


On t. p.: Retention to appear on general election 
ballot only. 


Election districts--maps--Nebraska 


11510 
NEBRASKA. STATE DEPT. OF EDUCATION. What 
LB 259 means for your school district. [Lincoln] 1991. 
14 p. 


School districts--Nebraska 


11511 
NEBRASKA. STATE DEPT. OF EDUCATION. Division 
of Education Services. Come as you are: kindergarten for 
Nebraska’s children. [Lincoln] 1991. 17 p. ill. 

Available free or for a nominal cost for parents and 
educators from: Office of Child Development, Dept. of 
Education, 301 Centennial Mall South, P. O. Box 94987, 
Lincoln, NE 68509. 

A reprint. 


Kindergarten--Nebraska 


11512 
NEBRASKA. STATE DEPT. OF EDUCATION. Division 
of Rehabilitation Services. Career Development Center: 
1313 Farnam on the Mall, Omaha, Nebraska, Nebraska 
Division of Rehabilitation Services. [Lincoln, n. d.] folder. 
ill. 


Vocational guidance--Nebraska 


11513 
NEBRASKA. STATE DEPT. OF EDUCATION. Division 
of Rehabilitation Services. Career Development Center: 
Hastings, Nebraska, Nebraska Division of Rehabilitation 
Services. [Lincoln, n. d.] folder. ill. 


Vocational guidance--Nebraska 


11514 
rw STATE DEPT. OF EDUCATION. Division 
Career Development Center: 
he ea Nebraska, 5143 South 48th Street, Nebraska 
Division of Rehabilitation Services. [Lincoln, n. d.] folder. 
ill. 


Vocational guidance--Nebraska 


11515 
NEBRASKA. STATE DEPT. OF EDUCATION. Division 
of Rehabilitation Services, Career Development Center: 
Norfolk Regional Center, Norfolk, Nebraska, Nebraska 
Division of Rehabilitation Services. [Lincoln, n. d.] folder. 
ill. 
Vocational guidance--Nebraska 

11516 
NEBRASKA. STATE DEPT. OF EDUCATION. Division 
of Rehabilitation Services. Client guide to Nebraska 
rehabilitation services. [Lincoln, n. d.] 16 p. ill. 


Vocational rehabilitation--Nebraska 
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11517 
NEBRASKA. STATE HISTORICAL SOCIETY. What 
did you do in the war? [Lincoln, n. d. 3] p. ill. 


World War, 1939-1945--United States 
Local history--Nebraska 


11518 
NEBRASKA. STATE HISTORICAL SOCIETY. 
Index to naturalizations in Nebraska and 
some Iowa counties, 1906 and prior. Lincoln [n. d. 2] p. 
(Reference information guide no. 3) 


Naturalization--Nebraska 
Naturalization--Iowa 


11519 
NEBRASKA. STATE HISTORICAL SOCIETY. 
Reference Dept. List of basic sources on Nebraska history. 
Lincoln [n. d. 1] 1. (Reference information guide no. 4) 


Local history--Nebraska 


11520 
NEBRASKA. STATE HISTORICAL SOCIETY. 
Nebraska church records at the Nebraska 
State Historical Society, 1989. Lincoln [n.d.] 3 p. 
(Reference information guide no. 6) 


Church records and registers--Nebraska 


11521 
NEBRASKA. STATE HISTORICAL SOCIETY. 
Nebraska territorial census enumerations, 
1854-1857. Lincoln [n.d. 1] 1. (Reference information 
guide no. 2) 


Census--Nebraska 


11522 
NEBRASKA. STATE HISTORICAL SOCIETY. 
Reference Dept. U. S. government land laws in Nebraska, 
1854-1904, by James E. Potter. Lincoln [n.d] 5p. 
(Reference information guide no. 7) 


Public land records--Nebraska 


11523 
NEBRASKA. TRANSPORTATION PLANNING 
DIVISION. Highway user revenue distribution. 1990/91. 
Prepared in cooperation with the Federal Highway 
Administration. [Lincoln] iii, 57 p. annual. 
Report year ends June 30. 
75-646134 

Roads--finance--Nebraska 


11524 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
Agricultural Research Division, Nebraska and OECD 
tractor test data. 1991. By L.I. Leviticus and D.L. 
[Lincoln] 91 p. annual. (MP 37) 
.00. 


sc88-36047 
Tractors--testing--Nebraska 


11525 
NEBRASKA. UNIVERSITY OF NEB Lincoln, 
Cooperative Extension [Service] 4-H child development 
projects: leader’s guide for the preschooler and middle 
childhood units [by] Connie M. Francis. [Lincoln, n. d.] 
14 p. (4-H 327) 


Four-H club projects 


11526 
NEBRASKA. UNIVERSITY OF NEB 
Cooperative Extension [Service] 4-H publication list by 
subject, 1989-1990. [Lincoln, n. d. 6] p. (4-H 320) 


State publications--Nebraska 


11527 
NEBRASKA. UNIVERSITY OF NEB Lincoln, 
Cooperative Extension [Service] 4-H show guidelines for 
cats and small animals. [Lincoln, n. d.] 17 p. ill. (4-H 341) 


Four-H club projects 


11528 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
Cooperative Extension [Service] 1990 Nebraska 4-H in 
review. [Lincoln, 1990?] folder. (4-H 355) 


Four-H clubs--Nebraska 


11529 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
Cooperative Extension [Service] Acidosis [by] Rick Stock 
[and] Robert Britton. [Lincoln, 1991. 4]p._ ill. 
(NebGuide G91-1047) 


Acidosis 


11530 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
Cooperative Extension [Service] Application of surge 
irrigation [by] C. Dean Yonts, Dean E. Eisenhauer [and] 
Joel E. Cahoon. [Lincoln, 1991. 4] p._ ill. 
(NebGuide G91-1017) 


Irrigation water 
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11531 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 
Cooperative Extension Service, Blue sky below my feet. 
[Lincoln, n. d.] 9 pieces in envelope. ill. (4-H 252) 


Four-H club projects 


11532 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 


Choose 4-H! [Lincoln, 
n. d. 1} 1. ill. (4-H 328) 


Four-H club projects 


11533 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
Choose 4-H! [Lincoln, 
n. d.} folder. ill. (4-H 329) 


Four-H club projects 


11534 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
Cooperative Extension [Service] Conservation tillage and 
planting ye [by] Paul J. Jasa [and others. Lincoln, 
1991. 4] p. ill. (NebGuide G91-1046) 


Conservation tillage 


11535 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 
Cooperative Extension [Service] Crop and livestock prices 
for Nebraska producers. 1960-90. By Allen C. Wellman. 
[Lincoln] iii, 30 p. annual. (EC91-883) 

On cover: Historical prices, 1960-1990: feed grains, 
cereal crops, cattle, swine, sheep, other selected 
commodities. 

80-642375 
Livestock--Nebraska 
Field crops--Nebraska 


11536 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 
Cooperative Extension [Service] Crop varieties suggested 
for Nebraska. 1991/92. [By] L. A. Nelson [and] B. E. 
Anderson. [Lincoln. 3] p. ill. annual. (CC 178) 


Field crops--varieties--Nebraska 


11537 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 
Cooperative Extension [Service] Deer damage control in 
Nebraska [by] Scott Hygnstrom [and] Bill Baxter. [Lincoln, 
n. d.] 6 p. ill. (EC 91-1773) 


Crop losses--Nebraska 
Deer--Nebraska 


11538 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 
Cooperative Extension [Service] Domestic poultry feed 
formulation guide [by] Earl W. Gleaves, Thomas W. 
Sullivan [and] F. John Struwe. [Lincoln, 1991] 21 p. ill. 
(EC 91-269) 


Poultry--feeding and feeds 


11539 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincola, 
Cooperative Extension [Service] Emergency wind erosion 
control [by] John A. Smith [and others] Rev. [Lincoln] 
1991. [4] p. ill. (NebGuide G75-282) 


Wind erosion--control 


11540 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincola, 
Cooperative Extension [Service] Federally registered 
restricted use pesticides [by Larry D. Schulze. Lincoln] 
1991. 8 p. (EC91-2500) 


Pesticides 


11541 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincola, 
Cooperative Extension [Service] Fundamentals of surge 
irrigation [by] C. Dean Yonts, Dean E. Eisenhauer [and] 
Joel E. Cahoon. [Lincoln, 1991. 4] p. ill. 
(NebGuide G91-1018) 


Irrigation water 


11542 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 
Cooperative Extension [Service] Guide for evaluating 
livestock showmanship contests: beef, sheep, swine, revised 
by Doyle R. Wolverton. [Lincoln, n. d.] 13 p. (4-H 357) 


Four-H club projects 


11543 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 
Cooperative Extension [Service] Guide to growing 
houseplants [by] Donald H. Steinegger, Frederick P. 
Baxendale [and] John E. Watkins. [Lincoln, 1991. 4] p. ill. 
(NebGuide G91-1022) 


House plants 


11544 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 
Cooperative Extension [Service] Help your child choose 
+H. [Lincoln, n. d.] folder. (4-H 330) 


Four-H clubs 
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11545 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
Cooperative Extension [Service] How to body condition 
score dairy animals [by] Jeffrey F. Keown. [Lincoln, 1991. 
4] p. ill. (NebGuide G90-997) 


Dairy cattle 


11546 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 
Cooperative Extension _[Service] Integrated farm 
management program option [by] R. T. Clark. [Lincoln, 
n. d.] 13 p. (CC362) 


Farm management 


11547 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
Cooperative _Extension__ [Service] Integrated _ pest 
management: a common sense approach to lawn care [by 
K. S. Erusha and R. C. Shearman] Rev. [Lincoln] 1989. 
10 p. ill. (EC 85-1243) 


Turf management 


11448 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 


Cooperative Extension [Service] Irrigation scheduling using 
soil moisture blocks in silty soils [by] William L. Kranz and 


Dean E. Eisenhauer. [Lincoln, n. d. 7] p. ill. (EC89-723) 
Irrigation scheduling 


11549 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
Cooperative Extension [Service] Lawn weed prevention 
and management [by] Bob Stougaard and Roch Gaussoin. 
[Lincoln, 1991. 4] p. (NebGuide G91-1045) 


Lawns--weed control 


11550 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
Cooperative Extension _[Service] Managing furrow 
irrigation systems [by] Dean E. Eisenhauer [and others. 
Lincoln, 1991. 4] p. ill. (NebGuide G91-1021) 


Irrigation water 


11551 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
Cooperative Extension [Service] Nebraska 4-H 1990-91 
audio/visual guide. [Lincoln, n. d.] 20 p. ill. (4-H 347) 


Four-H club projects 


11552 
NEBRASKA. UNIVERSITY OF NEB Lincoln, 
Cooperative Extension [Service] Nebraska 4-H 1990-91 
project selection guide. [Lincoln, n. d.] 16 p. ill. (4-H 346) 


Four-H club projects 


11553 

NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 
Cooperative Extension [Service] The Nebraska bicyclist’s 
guide [revised by Dan Burden. Seattle, Outdoor Empire 
Publishing, Inc., c1988] 32 p. ill. (4-H 348) 

Issued in cooperation with the Nebraska Office of 
Highway Safety. 

On cover: Nebraska 4-H youth development. 


Four-H club projects 


11554 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln. 
Cooperative Extension [Service] Nebraska fall-sown small 
grain variety tests. 1991. [By Lenis A. Nelson and others. 
Lincoln] 30 p. ill. annual. (E. C. 91-103) 

sc88-35009 
Grain--varieties--Nebraska 


11555 
NEBRASKA. UNIVERSITY OF NEBRASKA, 
Cooperative Extension [Service] Noise: sound without 
value; tractor sound levels, 1970-1990 [by Rollin D. 
Schnieder. Lincoln, n. d.] 28 p. ill. (EC 91-734) 


Farms tractors--noise 


11556 
NEBRASKA. UNIVERSITY OF NEBRASKA, 
Cooperative Extension [Service] Official 4-H puilicaton 
list, 1989-1990. [Lincoln, n. d. 6] p. (4-H 321) 


State publications--Nebraska 


11557 
NEBRASKA. UNIVERSITY OF NEBRASKA, Li 
Cooperative Extension [Service] Pesticide laws and 
regulations [by] Edward F. Vitzthum [and] Larry D. 
Schulze. Rev. [Lincoln] 1991. [4] p. (NebGuide G79-479) 


Pesticides 


11558 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 
Cooperative Extension [Service] Sunflower production in 
Nebraska [by] Jim Schild [and others. Lincoln, 1991. 4] p. 
ill. (NebGuide G91-1026) 


Sunflowers--Nebraska 
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11559 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 
Cooperative Extension [Service] Team building: developing 
a productive team; team goals: participation, leadership, 
problem solving, risk taking and creativity [by] Arnold 
Bateman. [Lincoln] 1990. [4] p. (CC 352) 


Work groups 
Quality circles 


11560 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 
Cooperative Extension [Service] Team building: organizing 
a team; increased communication, greater trust, creative 
thinking, greater productivity, more accomplishments [by] 
Arnold Bateman. [Lincoln] 1990. [5] p. (CC 351) 


Work groups 
Quality circles 


11561 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 
Cooperative Extension [Service] University of Nebraska 
Cooperative Extension plan of work, fiscal years 1992- 
1995, by Kenneth R. Bolen. Submitted to Extension 
Service, U.S. Dept. of Agriculture. [Lincoln] 1991. various 


On cover: ES/USDA targeted programs. 


Agricultural extension work--Nebraska 


11562 
NEBRASKA. UNIVERSITY OF NEBRASKA, Lincoln, 
Cooperative Extension [Service] Water runoff control 
practices for sprinkler irrigation systems [by] William L. 
Kranz [and others. Lincoln, 1991. 4] p._ ill. 
(NebGuide G91-1043) 


Sprinkler irrigation 


11563 
NEBRASKA. UNIVERSITY OF NEBRASKA, Li 
Cooperative Extension [Service] What do tea bags and 
T-shirts have in common? Leader’s guide [by] Rose Marie 
Tondl. [Lincoln, n.d 2] p. (Nebraska Cooperative 
Extension leader’s guide K) 


Clothing and dress 

11564 
NEBRASKA. UNIVERSITY OF NEBRASKA AT 
OMAHA. Aviati i The University of Nebraska 


at Omaha Aviatign Institute. [Omaha, 1990?] folder ill. 


State universities and colleges--Nebraska--Omaha 


Center, Computing & data communications five year plan, 
University of Nebraska at Omaha, 1991-1992. "Wein 
1991?] various pagings. ill. 


Data processing service centers--Nebraska--Omaha 


communications, 1991-1992. [Omaha, n. d.] 20 p. ill. 


Data processing service centers--Nebraska--Omaha 


11567 
NEBRASKA. WILDLIFE DIVISION. 1991 
recommendations for spring turkey season, opening dates, 
application dates. [Lincoln] 1991. 8 p. ill. 
Cover title: Recommendations: spring turkey season, 
opening dates, application dates, 1991. 


Turkey hunting--Nebraska 


11568 
NEBRASKA. WILDLIFE DIVISION. 1991 season 
recommendations for upland game and waterfowl seasons 
and fur harvest regulations. [Lincoln] 1991. 24 p. ill. 


Fur-bearing animals--Nebraska 
Upland game birds--Nebraska 
Waterfowl shooting--Nebraska 


11569 
NEBRASKA. WILDLIFE DIVISION. Job completion 
report investigation projects as required by Federal aid in 
wildlife restoration act, work plan M-88, surveys and 
management of turkeys, Pittman-Robertson 
project W-15-R-45; report for the period March 1, 1988 
through February 28, 1989 [by Robert Craig and Karl 
Menzel. Lincoln, n. d.] iii, 26 p. ill. 


Wild turkeys--Nebraska 
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11570 

NEBRASKA. WILDLIFE DIVISION. Job completion 
report investigation projects as required by Federal aid in 
wildlife restoration act, work plan M-89, surveys and 
management of turkeys, Pittman-Robertson 
project W-15-R-46; report for the period March 1, 1989 
through February 2B, 1990 [by Robert Craig and Karl 
Menzel. Lincoln, n. 4) ii, 27 p. ill. 

Cover title: Surveys and management of wild turkey, 
work plan M-89, March 1989 through February 1990, 
Pittman-Robertson project W-15-R-46. 


Wild turkeys--Nebraska 


11571 
NEBRASKA. WILDLIFE DIVISION. Job report 
investigations projects as required by Federal aid in 
wildlife restoration act, work plan S-90, mortality and 
disease investigations; report for the period January 1 
through December 31, 1990 [by Randy Stuheit. Lincoln, 
n. d.} 19 p. ill. 

Cover title: Wildlife disease and mortality 
investigations, work plan S-90, January1 through 
December 31, 1990, Pittman-Robertson 
project W-15-R-47. 


Wildlife diseases--Nebraska 


11572 
NEBRASKA. WILDLIFE DIVISION. Surveys and 
management of antelope: March1, 1987 through 
February 29, 1988; work plan B-87, Pittman-Robertson 
project W-15-R-44, by Harvey Y. Suetsugu. [Lincoln, n. d.J 
ii, 7 p. 


Antelopes--Nebraska 


11573 
NEBRASKA. WORKERS’ COMPENSATION COURT. 
Promptness of payment and reporting. 1990. Lincoln. 
i, 29 p. annual. 

87-654111 


Workers’ compensation--Nebraska 


NEVADA 


All Nevada publications are distributed by the 
agencies issuing them. They are not available from the 
State Printing Office. 


11574 
NEVADA. DEPT. OF GENERAL SERVICES. 
Telecommunications Division. 1992 State of Nevada 
directory. _— City] State Printing Division [n. d.] 
xxii, 214 p. ill 
Cover title: State of Nevada 1992 directory. 


Telephone--directories--Nevada 
dministrative agencies--directories--Nevada 


11575 
NEVADA. DEPT. OF MINERALS. Proceedings of the 
Nevada wildlife /mining workshop, held at...Reno, Nevada, 
27-29 March, 1990. Sponsored [in cooperation with the] 
Nevada Mining Association [and] Dept. of Wildlife. 
[Carson City, n. d.] v, 233 p. ill. 
Available at a nominal fee from: Nevada Mining 
Association, Air Center Village, 3940 Spring Drive, 
Suite 11, Reno, NV 98502. 


Mineral industries--environmental aspects--congresses 
Wildlife management--congresses 


11576 
NEVADA. DIVISION OF MINE INSPECTION. 
Directory of Nevada mine operations. 1991. [Carson City] 
v, 85 p. annual. 

82-643951 
Mines and mineral resources--directories--Nevada 


11577 
NEVADA. HISTORICAL SOCIETY. WWII in Nevada: 
the homefront [catalog of an exhibition opened January 17, 
1992 in the Changing Gallery of the Nevada Historical 
Society museum in Reno. Catalog text by Phillip I. Earl] 
Reno, 1992. 35 p. ill. 


World War, 1939-1945--exhibitions 
Local history--exhibitions--Nevada 


11578 
NEVADA. HOUSING DIVISION. State of Nevada 
comprehensive housing affordability strategy [research 
provided by Bureau of Business and Economic Research, 
University of Nevada, Reno. Document construction by 
Vivian Lawrence. Carson City] 1991. iv, 201 p. ill. 
92-621580 
Housing policy--Nevada 


11579 
NEVADA. LEGISLATIVE COUNSEL BUREAU. 
Assembly overview: redistricting maps 1991. [Carson City, 
n. d. 14} 1. ill. 


Election districts--maps--Nevada 


11580 
NEVADA. LEGISLATIVE COUNSEL BUREAU. 
Redistricting maps 1991: Nevada State Senate, Nevada 
State Assembly, congressional districts, University of 
Nevada Board of Regents and State Board of Education. 
[Carson City, n. d.] unpaged. ill. 


Election districts--maps--Nevada 
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11581 
NEVADA. LEGISLATIVE COUNSEL BUREAU. 
Senate overview: redistricting maps 1991. [Carson City, 
n. d. 15} 1. ill. 


Election districts--maps--Nevada 


11582 
NEVADA. LEGISLATIVE COUNSEL BUREAU. 
Research Division, Nevada State government. [Carson 
City, 1991. 2] p. ill. 


State governments--Nevada 


11583 
NEVADA. OFFICE OF COMMUNITY SERVICES. 
Energy for Nevada: report to Governor Bob Miller on the 
status of energy in Nevada. 1991. Carson City. 89 p. ill. 
annual. 

90-648286 
Energy consumption--Nevada 
Power resources--Nevada 


11584 
NEVADA. OFFICE OF STATE INDUSTRIAL 
CLAIMANTS’ ATTORNEY. Annual report. 1990/91. 
Carson City. 2 1. 
Report year ends June 30. 
89-644961 
Workers’ compensation--Nevada 


11585 
NEVADA. REHABILITATION DIVISION. The 
Americans with disabilities act (ADA): summary and 
guide. [Carson City, 1992] 12 p. 


Handicapped--United States 


11586 
NEVADA. STATE COUNCIL ON THE ARTS. Grant 
guidelines, 1992-1993. [Reno, n. d.] 31 p. 
On cover: Nevada State Council on the Arts: 
celebrating 25 years of support for the arts. 


Grants-in-aid--Nevada 


11587 
NEVADA. STATE COUNCIL ON THE ARTS. Nevada 


State Council on the Arts grants to organizations, 1990- 
1991. [Reno, n. d.} 17 p. 


Grants-in-aid--Nevada 

11588 
NEVADA. UNIVERSITY OF NEVADA, Reno. Nevada 
Cooperative Extension, Pesticide use in Nevada 
agriculture: grower’s response, 1990 [by Clyde E. Sorenson 
and John DeWitt. Reno] 1991. 24 p. (SP-91-07) 


Pesticides--Nevada 


11589 
NEVADA. UNIVERSITY OF NEVADA, Reno. Nevada 
i Publications and videotapes. 
[Reno] 1992. [14] p. 


Agricultural extension work--Nevada 


11590 
NEVADA. UNIVERSITY OF NEVADA, Reno. Nevada 
Small Business Development Center, Nevada business & 
economic indicators. 1991/92. [Reno] x, 52 p. ill. annual. 
Issued in with the Bureau of Business and 
Economic Research, University of Nevada, Reno. 


Economic forecasting--statistics--Nevada 


11591 
NEVADA. UNIVERSITY OF NEVADA SYSTEM. 
Desert Research Institute, Serials list. [Reno, n. d.] 21 1. 


Periodicals 


11592 
NEW HAMPSHIRE. CURRENT USE ADVISORY 
BOARD. 1992 New Hampshire current use criteria 
booklet, effect April 1, 1992 - March 31, 1993. [Concord, 
n.d.} ii, 33 p. ill. 


Open spaces--taxation--New Hampshire 
Tax assessment--New Hampshire 


11593 
NEW HAMPSHIRE. DEPT. OF EDUCATION. New 
Hampshire youth at risk, highlights from the youth risk 
behavior survey 1991 [by Joyce Johnson. Concord, n.d.] 41. 


Youth--health and hygiene--statistics--New Hampshire 
Youth--suicidal behavior--statistics--New Hampshire 
Risk-taking (Psychology) in adolescence--New Hampshire 
Youth--substance use--statistics--New Hampshire 
Youth--sexual behavior--statistics--New Hampshire 


11594 
NEW HAMPSHIRE. DEPT. OF EMPLOYMENT 
SECURITY. Are you out of work? We can help and our 
services are free! [Concord, n.d. 3} p. 


Employment agencies--New Hampshire 
11595 


NEW HAMPSHIRE. [DEPT. OF] EMPLOYMENT 
SECURITY. Job search workbook. [Concord, n.d.] 106 p. 


Job hunting--handbooks, manuals, etc. 
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11596 
NEW HAMPSHIRE. DEPT. OF EMPLOYMENT 
SECURITY. Preparing a resume. [Concord, -_ 25 p. 
(Job search information series) 


Résumés (Employment) 


11597 
NEW HAMPSHIRE. DEPT. OF EMPLOYMENT 
SECURITY. When you income drops; information on 
what you can do to lessen the financial hardship, 
contacting creditors, employment services available to help 
get you back to work [by] University of New Hampshire, 
Cooperative Extension [Concord, n.d.] unpaged. 


Finance, Personal 


11598 
NEW HAMPSHIRE. DEPT. OF LABOR. New 
Hampshire Code of administrative rules. [Concord, n.d.] 
e, 69 p. 


Working class--New Hampshire 


11599 
NEW HAMPSHIRE. DEPT. OF RESOURCES AND 
ECONOMIC DEVELOPMENT. Cannon, a legend by 
nature. (Concord, n.d.] unpaged. ill. 


Skis and skiing--New Hampshire 


11600 
NEW HAMPSHIRE. DEPT. OF RESOURCES AND 
ECONOMIC DEVELOPMENT. Mt. Sunnappe, New 
Hampshire, 1991-1992. [Concord, n.d.] unpaged. ill. 


Skis and skiing--New Hampshire 


11601 
NEW HAMPSHIRE. DEPT. OF REVENUE 
ADMINISTRATION. i 
Suggested warrant article construction for municipalities 
and village districts. Rev. Concord, 1991. 26 1. 


Local finance--New Hampshire 
Municipal finance--New Hampshire 


11602 
NEW HAMPSHIRE. DEPT. OF REVENUE 
ADMINISTRATION. Municipal__Services Division. 
Suggested warrant article construction for school districts. 
Concord, 1991. 17 1. 


School districts--finance--New Hampshire 


11603 
NEW HAMPSHIRE. DIVISION OF PLANT AND 
PROPERTY MANAGEMENT. NH purchasing ruies 
manual. [Concord, n .d.] ii, 29 p. 
Issued in cooperation with the Bureau of Purchase 
and Property. 


Government purchasing--handbooks, manuals, etc.--New 
Hampshire 
Administrative agencies--rules practice--New 
Hampshire 


11604 
EDUCATION. Progrz af 
Directory of certified for the deaf. [Concord] 
1991. 15 p. 


Interpreters for the deaf--directories--New Hampshire 


11605 
NEW HAMPSHIRE. FISH AND GAME DEPT. 1992 
New Hampshire saltwater fishing digest. [Concord, n.d.] 
52 p. ill. 


Fishing--New Hampshire 


11606 
NEW HAMPSHIRE. INSURANCE DEPT. Annual 
report. 140th; 1990/91. [Concord] 9, 3 1. 
Report year ends June 30. 
82-643268 
Insurance--New Hampshire 


INSTITUTE, New Ham 
Institute student handbook, 1991-1992. [Concord, n.d.] 
46 p. ill. 


College _students--handbooks, manuals, _etc.--New 
Hampshire--Concord 


11608 
NEW HAMPSHIRE. OFFICE OF OMBUDSMAN. 
Annual report, New Hampshire Long-Term Care 
Ombudsman Program. 1990/91. [Concord] iii, 78 p. 


Long-term care of the sick--New Hampshire 
Aged--long term care--New Hampshire 


11609 
NEW HAMPSHIRE. OFFICE OF VACATION 
TRAVEL. The official New Hampshire highway map & 
guide to parklands. [Concord, c1991] col. maps on sheet 91 
cm. x 57 cm. fold to 23 cm. x 11 cm. 
Free. 


Road maps--New Hampshire 


1174 
11607 


Monthly Checklist of State Publications Vol. 83, no. 7 


11610 
NEW HAMPSHIRE. OFFICE OF VACATION 
TRAVEL. The official New Hampshire ski map & winter 
vacation guide; cross-country & alpine ski areas, events, 
attractions & services, 1990-1991. [Concord, c1990] col. 
maps on sheet 91 cm. x 57 cm. fold to 23 cm. x 11 cm. 
Free. 


Road maps--New Hampshire 
Skis and skiing--maps--New Hampshire 


11611 
NEW HAMPSHIRE. PARI-MUTUEL COMMISSION. 
Annual report. 10th; 1991. [Concord] 20 p. 


Greyhound racing--New Hampshire 
Harness racing--New Hampshire 


11612 
NEW HAMPSHIRE. TRAFFIC RESEARCH SECTION. 
Automatic traffic recorder report. 1990. [Concord] 4 p. 
Issued in cooperation with the Federal Highway 
Administration. 


Traffic flow--statistics--New Hampshire 


HIRE, peral ion i 
Appliances and efficient ¢ energy use > [by] Faye T. Pioamian, 
[Concord, n.d. 4 p. ill. (The energy efficient home series) 

Issued in cooperation with the Governor’s Energy 
Office. 


Electric apparatus and appliances 
Energy conservation 


HIRE, 
Heating and cooli 
Plowman. [Concord, n.d. 4 p. ill. (The energy efficient 
home series) 

Issued in cooperation with the Governor’s Energy 
Office. 


Dwellings--heating and ventilation 


11615 
NEW HAMPSHIRE. UNIVERSITY OF NEW 


HAMPSHIRE, 

Saving energy with insulation [by] Faye T. ‘Plowman. 

[Concord, n.d. 4 p. ill. (The energy efficient home series) 
Issued in cooperation with the Governor’s Energy 

Office. 


Dwellings--insulation 


with Faye T.° 


11616 
NEW HAMPSHIRE. WATER SUPPLY AND 
POLLUTION CONTROL DIVISION. 1991 ambient 
water quality monitoring results, written by Robert J. 
Baczynski. Concord, 1992. vi, I 1, II 4, III 10 p.+ ill. 

NHDES-WSPCD-92-3. 

92-621588 

Water quality--New Hampshire 


NEW JERSEY 


11617 
NEW JERSEY. AGRICULTURAL STATISTICS 
SERVICE. New Jersey agriculture, annual report [and] ag 
statistics. 1991. [Trenton] 95 p. ill. (Dept. of Agriculture. 
Circular #529) 

85-643641 


Agriculture--statistics--New Jersey 


11618 
NEW JERSEY. BOARD OF COMMISSIONERS OF 
PILOTAGE. Annual report of the commissioners of 
pilotage of the State of New Jersey. 145th; 1991. [Rahway. 


9] p. 

09-11327 
Pilots and pilotage--New Jersey 
Pilot guides--New Jersey 


11619 
NEW JERSEY. BUREAU OF FIRE SAFETY. Fire in 
New Jersey, 1990, prepared by Brad Pabody. Trenton, 
1991. ii, 93 p. ill. 

92-621567 
Fires--statistics--New Jersey 


11620 
NEW JERSEY. CASINO CONTROL COMMISSION. 
Annual report. 1991. [Atlantic City] 28 p. ill. 

80-648401 


Gambling--New Jersey 


11621 
NEW JERSEY. CRIMINAL DISPOSITION 
COMMISSION. Annual report to the Governor and 
Legislature. 1990/91. Prepared by Lela M. Keels. Newark. 


x, 21 p. ill. 

87-641850 
Criminal justice, Administration of--New Jersey 
Corrections--New Jersey 


11622 
NEW JERSEY. DEPT. OF AGRICULTURE. Directory 


of New Jersey agricultural organizations. 1992-93. Trenton. 


96 p. 
74-648069 
Agriculture--directories--New Jersey 
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11623 
NEW JERSEY. DEPT. OF COMMUNITY AFFAIRS. 
New Jersey golf courses. [Trenton, 1991] 22 p. 


Golf courses--New Jersey 


11624 
NEW JERSEY. DEPT. OF ENVIRONMENTAL 
PROTECTION AND ENERGY. Annual report. 1991. 
[Trenton] 24 p. ill. 


Environmental protection--New Jersey 
Energy policy--New Jersey 


11625 
NEW JERSEY. DEPT. OF HEALTH. Guidelines for the 
use and functioning of video display terminals [by Fran 
Conrad] Pt.1. Rev. [Trenton] Public Employees 
Occupational Safety and Health Program, Dept. of Health, 
1992. 35 p. ill. 
Complete in 2 parts. 


Video display terminals 
11626 


NEW JERSEY. DEPT. OF HUMAN SERVICES. 
Hi 1992 New 


Division of the Deaf and Hard of Hearing. 
Jersey business and agency text telephone directory. 
[Trenton, 1992] 45 p. 

At head of title: International TDD symbol. 


Deaf--means of communication--directories--New Jersey 


11627 
NEW JERSEY. DEPT. OF TRANSPORTATION. 
Annual report. 1991. [Trenton] 16 p. ill. 
Issued by the Communications Office, Dept. of 
Transportation. 
82-640142 
Transportation--New Jersey 


11628 
NEW JERSEY. DIVISION OF COMMUNITY HEALTH 
SERVICES. Maternal and child health services block 
grant. 1988/89. [Trenton] 66 p. + ill. annual. 

91-648309 
Maternal health services--New Jersey 
Child health services--New Jersey 
Block grants--New Jersey 


11629 
NEW JERSEY. DIVISION OF EDUCATIONAL 
PROGRAMS AND STUDENT SERVICES. Drug-free 
schools and communities act, FY 1988 - FY 190; an 
analysis of trends in local district programmir< .1 alcohol 
and other drug education. Trenton, 1992. 20 p. ill. 
92-621568 
Drug abuse--prevention--New Jersey 
Students--drug use--New Jersey 


11630 
NEW JERSEY. DIVISION OF GENERAL ACADEMIC 
EDUCATION. High school graduation requirements law: 
data pertaining to the graduating class. 1990/91. Prepared 
by Paul Cohen. Trenton. 19 p. annual. 

92-662006 
High schools--graduation requirements--New Jersey 
High school graduates--New Jersey 


11631 
NEW JERSEY. DIVISION OF OCCUPATIONAL AND 
ENVIRONMENTAL HEALTH. Occupational Health 
Service, New Jersey SENSOR news. Sept. 1991. [Trenton. 
4] p. ill. annual. 

92-645762 
Occupational diseases--reporting--New Jersey 


11632 
NEW JERSEY. DIVISION OF STATE LOTTERY. 
Annual report. 1990/91. [Trenton] 5 1. 
82-643138 
Lotteries--New Jersey 


11633 
NEW JERSEY. DIVISION OF STATE POLICE. Annual 
report. 70th; 1990/91. [West Trenton] iv, 41 p. ill. 
Report year ends June 30. 
23-27218 
Police, State--New Jersey 


11634 
NEW JERSEY. DIVISION OF TEACHER 
PREPARATION AND CERTIFICATION. 
Implementation of policies for the certification of 
pag administrators, a progress report. Trenton, 
1992. 16 1. 


School administrators--certification--New Jersey 
School principals--certification--New Jersey 
School superintendents--certification--New Jersey 


11635 
NEW JERSEY. DIVISION OF VOCATIONAL 
REHABILITATION SERVICES. New Jersey State 
vocational rehabilitation facilities rules and _ 
effective November 22, 1991. Trenton [19917] 26 p 
At head of title: NIAC Title 12, Chapter 51. 
A reprint. 


Rehabilitation centers--New Jersey 
Vocational rehabilitation--New Jersey 
Administrative agencies--rules and practice--New Jersey 
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11636 
NEW JERSEY. LEGISLATURE. i 
Children’s Services, Public hearing...to examine proposals 
for legislation developed to address issues raised during 
the September 27, 1988 public hearing concerning the 
Division of Youth and Family Services (DYFS) [held] 
February 9, 1989...Trenton, New Jersey; hearing recorded 
and transcribed by Office of Legislative Services, Public 
Information Office, Hearing Unit. Trenton [1989] 
94, 180X p. ill. 


92-621569 
Child welfare--New Jersey 
Family social work--New Jersey 
Administrative agencies--New Jersey 


11637 
NEW JERSEY. OFFICE OF STATE PLANNING. 
Appendices to Cross-acceptance issues: preliminary staff 
analysis. [Trenton] 1990. unpaged. 
Cover title. 


Regional planning--New Jersey 
Land use--New Jersey 


11638 
NEW JERSEY. OFFICE OF STATE PLANNING. 
Cross-acceptance issues: preliminary staff analysis; urban, 
suburban, rural, regional design system. [Trenton] 1990. 
i, 116 p. 


Regional planning--New Jersey 
Land use--New Jersey 


11639 
NEW JERSEY. OFFICE OF STATE PLANNING. A 
guide to cross-acceptance negotiations. [Trenton, n.d.} 
folder. ill. 


Regional planning--New Jersey 
Land use--New Jersey 


11640 
NEW JERSEY. OFFICE OF STATE PLANNING. What 
is cross-acceptance? Trenton [n.d.] 7 p. 


Regional planning--New Jersey 
Land use--New Jersey 


11641 
NEW JERSEY. POLICE AND _ FIREMEN’S 
RETIREMENT SYSTEM. Annual report. 45th; 1990. 
[Trenton] 29 p. 


51-30786 
Fire fighters--pensions--New Jersey 
Police--pensions--New Jersey 


11642 
NEW JERSEY. STATE COUNCIL ON THE ARTS. 
Organization grant guidelines & application, 1992-1993. 
a-s, 2 p. 


Grants-in-aid--New Jersey 
Cultural policy--New Jersey 


11643 
NEW JERSEY. STATE INVESTMENT COUNCIL. 
Annual report for the State of New Jersey Cash 
Management Fund. 1990/91. [Trenton] 11, 13, 5 p. 
Report year ends June 30. 
79-643417 
Investment of public funds--New Jersey 


11644 
NEW JERSEY. STATE LIBRARY, Trenton, General 
collection, social issues [compiled by Donna Bensen] 
Trenton, 1991. 4 p. (Selected new books) 


Social policy--bibliography 


11645 
NEW JERSEY. STATE LIBRARY, Trenton, State 
: fice, Cabinet, Governor Jim 


Florio, 1992. [Trenton] 1992. 11. 


State officials and employees--New Jersey 


11646 
NEW JERSEY. SUPERIOR COURT. Reports of cases 
argued and determined in the Superior Court: Appellate 
Division, Chancery Division, Law Division of the State of 
New Jersey. Vol. 252. [St. Paul] West Pub. Co., 1992. 
XXIX, 731 p. 
Title on spine: New Jersey Superior Court reports. 
50-62943 


Law reports, digests, etc.--New Jersey 


11647 
NEW JERSEY. SUPREME COURT. [Reports on the 
operation of the "New Jersey Wiretapping and electronic 
surveillance control act"}] 1990. [Oakhurst] 5,7, 4. annual. 
88-645000 


Eavesdropping--New Jersey 
Wiretapping--New Jersey 


NEW MEXICO 


11648 
NEW MEXICO. COMMISSION ON HIGHER 
EDUCATION. Commission on Higher 
Education - WI1001, is of institutional "I & G" 
operating budget,1973-74 thru 1991-92. [Santa Fe] 1992. 


143 1. 
92-621570 
State universities and colleges--finance--New Mexico 
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11649 
NEW MEXICO. COMMISSION ON THE STATUS OF 
WOMEN. Annual report. 1990/91. Prepared by Ernestine 
Florez. [Albuquerque] i, 24 1. ill. 
Report year ends June 30. 
16-644527 
Women’s rights--New Mexico 
Displaced homemakers--New Mexico 


11650 
NEW MEXICO. DEPT. OF LABOR. Albuquerque area 
hours and earnings estimates. [Prepared in cooperation 
with U.S. Bureau of Labor Statistics. Albuquerque, 1992. 
8} 1. 


Hours of labor--New Mexico--Albuquerque 
Wages--New Mexico--Albuquerque 


11651 

NEW } MEXICO. DEPT. OF LABOR. Albuquerque area 
wage and salary employment. [Prepared in 

cooperation vic U.S. Bureau of Labor Statistics. 
Albuquerque, 1992] unpaged. ill. 

92-621571 
Employment--statistics--New Mexico--Albuquerque 
Wages--statistics--New Mexico--Albuquerque 


11652 
NEW MEXICO. DEPT. OF LABOR. Las Cruces area 
nonagricultural wage and salary employment, rounded to 
fifties. [Prepared in cooperation with U.S. Bureau of 
Labor Statistics. Albuquerque, 1992] unpaged. ill. 
92-621572 


Employment--statistics--New Mexico--Las Cruces 
Wages--statistics--New Mexico--Las Cruces 


11653 
NEW MEXICO. DEPT. OF LABOR. New Mexico hours 
and earnings estimates. Mar. 1992. [Prepared in 
cooperation with U.S. Bureau of Labor Statistics. 
Albuquerque] unpaged. annual. 

90-642589 
Hours of labor--statistics--New Mexico 
Wages--statistics--New Mexico 


11654 

NEW MEXICO. DEPT. OF LABOR. New Mexico 
wage and salary employment. [Prepared in 

cooperation vith US. Bureau of Labor Statistics. 
Albuquerque, 1992] unpaged. ill. 

92-621573 
Employment--statistics--New Mexico 
Wages--statistics--New Mexico 


11655 
NEW MEXICO. DEPT. OF LABOR. Santa Fe area 
nonagricultural wage and salary employment, rounded 
fifties. [Prepared in cooperation with U.S. Bureau of 
Labor Statistics. Albuquerque, 1992] unpaged. ill. 

92-621574 
Employment--statistics--New Mexico--Santa Fe 
Wages--statistics--New Mexico--Santa Fe 


11656 
NEW MEXICO. DEPT. OF LABOR. Bureau of 
208. Southeastern New 
Mexico employer wage survey. Feb. 1992. [By Herbert E. 
Greenwall. Albuquerque] 12 p. 


Wages--statistics--New Mexico 


11657 
NEW MEXIOO. sagen AND MINERALS DIVISION. 
Regis! eological Services. New Mexico’s 
combed [by Douglas M. Bland. Santa Fe] 
1992. x, 84 p. ill. (Report of investigation number 6) 
Available from: Douglas Bland, Publications Manager, 
Mine Registration and Geological Services, 2040 South 
Pacheco Street, Santa Fe, NM 87505. 
92-621575 
Coalbed methane--New Mexico 
Gas industry--New Mexico 


11658 

NEW MEXICO. MINING AND MINERALS DIVISION. 
State regulatory requirements 

for precious metals heap leach mining in New Mexico. 
[Santa Fe] 1990. various pagings. ill. (Report of 
investigation number 3) 

92-621576 
Precious metals--New Mexico 
Heap leaching--New Mexico 


11659 
NEW MEXICO. NEW MEXICO ECONOMIC 


needs and markets in 
New Mexico; final technical report [by] Jeffrey M. 
Nathanson [and] Graham E. Bartlett. [Santa Fe] 1991. 
v, 64 p. ill. 

On t.p.: 2-78-5513/a. 

Available from: New Mexico Manufacturing 
Productivity Center/New Mexico Business Innovation 
Center, 1009 Bradbury Drive, SE, Albuquerque, NM 
87106. 

92-621577 
Industrial productivity--New Mexico 
Manufactures--New Mexico 
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11660 
NEW MEXICO. OCCUPATIONAL INFORMATION 
COORDINATING COMMITTEE. New Mexico jobs for 
graduates; employer hiring plans. Sth; 1992. Principal 
researchers: Richard Zimmerman, John Temple, and 
Brian McDonald, with assistance from Helen Smith. 
[Albuquerque] iv, 43 p. ill. annual. 


Employment forecasting--New Mexico 
College graduates--employment--New Mexico 


11661 
NEW MEXICO. [OFFICE OF THE SECRETARY OF 
_ STATE] 1992 election precincts as amended by the census 
redistricting data program. [Santa Fe, n.d.] maps on leaves. 


Election districts--maps--New Mexico 


11662 
NEW MEXICO. [OFFICE OF THE SECRETARY OF 
STATE] Laws 1991 (1st S.S.), Chapter 2; districts re 
defined in the "1991 House Redistricting act", 
Laws 1991, 1st special session, Chapter 2). [Santa Fe, oa 
map on sheet 103 x 92 cm. 


Election districts--maps--New Mexico 


11663 
NEW MEXICO. [OFFICE OF THE SECRETARY OF 
STATE] Laws 1991 (ist S.S.), Chapter[s] 2[-3] Bernalillo 
County; adjusted 1992 precincts. [Santa Fe] 1991. maps on 
sheets 103 x 92 cm. 


Election districts--maps--New Mexico--Bernalillo County 


11664 
NEW MEXICO. [OFFICE OF THE SECRETARY OF 
STATE] SB1 as amended, districts as defined in the "1991 
Senate Redistricting act", (being Laws 1991, 1st special 
session, Chapter 3, as amended by Laws 1992, 2nd special 
session, Chapter 2). [Santa Fe, nd] map on 
sheet 103 x 92 cm. 


Election districts--maps--New Mexico 


11665 
NEW MEXICO. STATE HIGHWAY AND 
TRANSPORTATION DEPT. Angel Fire environmental 
assessment, project #MAP-7607 (204): North Angel Fire 
Road, phase II, village of Angel Fire, Angel Fire, New 
Mexico. Corrales, Marron Taschek Knight Corporation, 
1991. various pagings. ill. 


Roads--design and construction--environmental aspects-- 
New Mexico--Angel Fire 


11666 

NEW MEXICO. STATE HIGHWAY AND 
TRANSPORTATION DEPT. Environmental assessment, 
project STP-0420(5)07; reconstruction of NM 528 to four 
lanes, Northern Boulevard to NM 44, Sandoval County, 
New Mexico. Santa Fe, 1992. 34 1. ill. 

Issued in cooperation with the Federal Highway 
Administration, New Mexico Division. 


Roads--design and construction--environmental aspects-- 
New Mexico--Bernalillo County 
Roads--design and construction--environmental aspects-- 
New Mexico--Sandoval County 


11667 

NEW MEXICO. STATE HIGHWAY AND 
TRANSPORTATION DEPT. Projects F-013-(2)4 and 
SP-013-1(210), reconstruction of US 180 from 
29.9 miles SE of Arizona/New Mexico border, north for 
18.9 miles; administrative action, finding of no significant 
impact issued pursuant to 42 U.S.C. 4332(2) and 
23 U.S.C. 128(a). Santa Fe, 1991. 2 1. 

Issued in cooperation with the Federal Highway 
Administration, Region 6. 


Roads--design and construction--environmental aspects-- 
New Mexico 


11668 
NEW MEXICO. STATE HIGHWAY AND 
TRANSPORTATION DEPT. Report of the New Mexico 
secretary of highway and transportation to the New 
Mexico State Highway Commission recommending action 
on proposed State Highway and Transportation 
Department rule 91-3 designating highway routes for the 
transport of radioactive materials. [Santa Fe, 1991?] 44 1. 


Radioactive wastes--transportation--New Mexico 


11669 

NEW MEXICO. STATE HIGHWAY AND 
TRANSPORTATION DEPT. Sunport transportation 
corridor, alternative D/H east, from I-25 to the 
Albuquerque International Airport, Albuquerque, New 
Mexico; administrative action, finding of no significant 
impact issued pursuant to 42 U.S.C. 4332(2) and 
23 U.S.C. 128(a). Santa Fe, 1991. [4] 1. 

Issued in cooperation with the Federal Highway 
Administration, Region 6 and city of Albuquerque Public 
Works Dept. 


Roads--design and construction--environmental aspects-- 
New Mexico--Albuquerque 
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11670 

NEW MEXICO. STATE HIGHWAY AND 
TRANSPORTATION DEPT. [Planning/Research 
A research process for 
developing a statewide multimodal transportation 
forecasting model, final report [of a two day workshop 
held April 15-16, 1991 at Santa Fe, New Mexico] by 
[D. Kurth and others] Prepared by Barton-Aschman 
Associates, Inc. Santa Fe, 1991. ii, 47 p. ill. 

Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, VA 22161. 

FHWA-HPR-NM-91-07. 


Travel time (Traffic engineering)--New Mexico 
Route choice--New Mexico 


NEW YORK 


11671 
NEW YORK. EXPERIMENT 


bioeconomic is of ‘the anchovy, by Ton M. 
Conrad. Ithaca [1991] 331. ill. (Working papers in 
agricultural economics 91-10) 


90-660234 
Northern anchovy--North Atlantic Ocean 
Northern anchovy--North Pacific Ocean 
Fisheries--economic aspects--North Atlantic Ocean 
Fisheries--economic aspects--North Pacific Ocean 


11672 
NEW —— AGRICULTURAL EXPERIMENT 


farm besdaess summary, eastern New York renter 
summary. 1990. [By] Linda D. Putnam [and] Stuart F. 
Smith. Ithaca. 19 p. (A.E. ext. 91-19) 

65-79800 


Dairying--economic aspects--New York 
Farm rents--New York 


11673 


farm management; New York State. 

1990. [By] Stuart F. Smith, Wayne A. Knoblauch [and] 

Linda D. Putnam. Ithaca. iv, 66 p. ill. (A.E. res. 91-5) 
sn87-32740 

Dairying--economic aspects--New York 


11674 


Economic ‘strategies for ‘perks, buffer zones 

and biodiversity, by Jon M. Conrad. Ithaca [1991] 24 1. ill. 

(Working papers in agricultural economics 91-8) 
90-660234 


Parks--Developing Countries 


11675 
NEW YORK. AGRICULTURAL EXPERIMENT 
STATION, 
Economics and the resumption of commercial whaling, by 
Jon Conrad and Trond Bijorndal. [Ithaca, 1991] 36 1. ill. 
(Working papers in agricultural economics 91-9) 
90-660234 


Whaling--economic aspects--North Atlantic Ocean 


11676 


NEW YORK. AGRICULTURAL EXPERIMENT 
STATION, 


Ithaca. Dept. of Agricultural Economics. 
Income tax myths, truths, and examples concerning farm 
property 
(A.E. ext. 91-28) 


by Stuart F. Smith. Ithaca, 1991. 9 p. 


65-79800 
Agriculture--taxation--New York 


11677 
NEW YORK. EXPERIMENT 


in the development “and waiting of reduced chemical 
agricultural products: a look at disease-resistant apple 
cultivars [by] Cecile Murphy and Lois Schertz Willett. 
Ithaca, 1991. 42 p. (A.E. ext. 91-34) 

65-79800 


Apple--diseases and pests 
Apple--varieties 


11678 
NEW YORK. AGRICULTURAL EXPERIMENT 
STATION, Ithaca. Dept. of Agricultural Economics. 
Measuring Hicksian welfare changes from Marshallian 
demand functions [by] Jesus C. and Timothy D. 
Mount. Ithaca, 1991. 30 p. ill. (A.E. res. 91-10) 
87-645006 


Agriculture--economic aspects 


11679 
NEW YORK. AGRICULTURAL EXPERIMENT 
STATION, Ithaca. Dept. of Agricultural Economics. 
Northeast dairy cooperative financial performance, 1984- 
1990, by Brian M. Henehan and Bruce L. Anderson. 
Ithaca, 1991. 16 p. ill. (Cornell agricultural economics staff 
paper 91-20) 

sf79-10380 


Dairying--economic aspects--Northeastern States 


11680 
NEW YORK. AGRICULTURAL EXPERIMENT 
STATION, Ithaca. Dept. of Agricultural Economics, An 
overview of NEMPIS: National Economic Milk Policy 
Impact Simulator, by Harry M. Kaiser. Ithaca, 1992. 20 p. 
ill. (Cornell agricultural economics staff paper 92-02) 
-10380 


Milk trade--mathematical models--United States 
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thoughts on ceplication in empirical econometrics [by] 
William G. Tomek. Ithaca [19912] 14p. (Cornell 
agricultural economics staff paper 92-1) 

sf79-10380 


Econometrics 


11682 
NEW YORK. BIOLOGICAL FIELD STATION, 
The biology, invasion and control of the 

zebra mussel in North America, 
by Leann Maxwell. Edited [by] J. Joseph Homburger ye 
Willard N. Harman. Cooperstown, 1992. 26 p. 
(Occasional paper 24) 

State University of New York College at Oneonta, 
Biology Dept. Otsego Lake watershed planning report 3. 


Zebra mussel--North America 


11683 
NEW YORK. BUREAU OF CRIMINAL JUSTICE 
STATISTICAL SERVICES. Crime and justice annual 
report. 16th; 1990. [Albany] VIII, 319 p. ill. 

sn86-32827 


Criminal statistics--New York 


11684 
NEW YORK. BUREAU OF ENVIRONMENTAL 
RADIATION PROTECTION. Annual report of 
environmental radiation levels in New York State. 1989. 
Prepared by William Condon, James Huang [and] William 
Wigley. Albany. v, 45, A 105 p. ill. 

Cover title: Environmental radiation in New York 

State. 

88-652442 
Radioactive pollution--New York 


11685 
NEW YORK. COMMISSION OF INVESTIGATION. 
Annual report. 1990-91. New York. 33 p. ill. 
Combined report. 
86-643573 
Legislative oversight--New York 


11686 
NEW YORK. COMMISSION OF INVESTIGATION. 
Investigation into the sale and closing of Roosevelt 
Raceway. [Albany, 1991] vi, 507 p. 

92-621350 
Horse-racing--New York--Nassau County 


11687 
NEW YORK. DEPT. OF HEALTH. Induced abortions 
recorded in New York State with five year summary. 
1987-89. [Albany] 155 p. il. 

sn85-63160 
Abortion--statistics--New York 


NEW YORK. AGRICULTURAL EXPERIMENT 


11688 
NEW YORK. DEPT. OF LABOR. Division of Research 


and Statistics, Calendar of collective bargaining, New York 
State. 1992. [Brooklyn] 18 p. 


Collective bargaining--New York 
11689 
NEW YORK. DEPT. OF LABOR. Division of Research 


and Statistics, Directory of labor unions and employee 
organizations in New York State. 1990. [By Hilda 


Giberstone. Albany] vii, 259 p. ill. (Special bulletin 254) 


$15.00. 
86-657516 
Trade-unions--directories--New York 


11690 
NEW YORK. DEPT. OF LABOR. Division of Research 
Occupational wage data; capital region. 
1991. [Albany] v, 32 p. ansu.. “ureau of Labor Market 
Information. BLMI report FY 1992, no. 6) 
At head of title: Labor market assessment. 
sn91-35504 
Wages--statistics--New York 


11691 
NEW YORK. DEPT. OF LABOR. Division of Research 
and Statistics. Occupational wage data; central New York 
region. 1991. [Albany] v, 17 p. annual. (Bureau of Labor 
Market Information. BLMI report FY 1992, no. 4) 
At head of title: Labor market assessment. 
sn91-35585 
Wages--statistics--New York 


11692 
NEW YORK. DEPT. OF LABOR. Division of Research 
and Statistics, Occupational wage data; Finger Lakes 
region. 1991. [Albany] \ v, 30 p. (Bureau of Labor Market 
Information. BLMI report, FY 1992, no. 7) 
At head of title: Labor market assessment. 
sn91-35584 

Wages--statistics--New York 


11693 
NEW YORK. DEPT. OF LABOR. 
and Statistics, Occupational wage Hudson Valley 
region. 1991. [Albany] v, 29 p. annual. (Bureau of Labor 
Market Information. BLMI report FY 1992, no. 8) 
At head of title: Labor market assessment. 

sn91-35578 

Wages--statistics--New York 


11694 
NEW YORK. DEPT. OF LABOR. 
and Statistics, Occupational wage eg Long Island region. 
1991. [Albany] v, 24 p. annual. (Bureau of Labor Market 
Information. BLMI report FY 1992, no. 9) 
At head of title: Labor market assessment. 
sn91-35582 
Wages-~ Statistics--New York 
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11695 
NEW YORK. DEPT. OF LABOR. Division of Research 
istics, Occupational wage data; Mohawk Valley 
region. 1991. [Albany] v, 30 p. annual. (Bureau of Labor 
Market Information. BLMI report FY 1992, no. 10) 
At head of title: Labor market assessment. 
sn91-35583 
Wages--statistics--New York 


11696 
NEW YORK. DEPT. OF LABOR. Division of Research 
and Statistics, Occupational wage data; New York City 
region. 1991. [Albany] v, 49 p. annual. (Bureau of Labor 
Market Information. BLMI report FY 1992, no. 11) 
At head of title: Labor market assessment. 
sn91-35581 
Wages--statistics--New York 


11697 
NEW YORK. DEPT. OF LABOR. Division of Research 
and Statistics. Occupational wage data; New York State. 
1991. [Albany] iii, 24 p. annual. (Bureau of Labor Market 
Information. BLMI report FY 1992, no. 5) 
At head of title: Labor market assessment. 
sn91-35586 
Wages--statistics--New York 


11698 
NEW YORK. DEPT. OF LABOR. Division of Research 
and _ Statistics, Occupational wage data; north country 
region. 1991. [Albany] v, 20 p. annual. (Bureau of Labor 
Market Information. BLMI report FY 1992, no. 12) 
At head of title: Labor market assessment. 
sn91-35580 
Wages--statistics--New York 


11699 
NEW YORK. DEPT. OF LABOR. Division of Research 
and Statistics, Occupational wage data; western New York 
region. 1991. [Albany] v, 35 p. annual. (Bureau of Labor 
Market Information. BLMI report FY 1992, no. 14) 
At head of title: Labor market assessment. 
sn91-35611 
Wages--statistics--New York 


11700 
NEW YORK. DEPT. OF LABOR. Division of Research 
and Statistics. School to employment program (STEP) 
annual report. 1990/91. Albany. i, 90 p. ill. 


Youth--employment--New York 
Occupational training--New York 


11701 
NEW YORK. DEPT. OF LABOR. Division of Research 
istics, Youth work skills program annual report. 
1991. Prepared by Jules Harris [and others] Albany. 
vii, 23 1. ill. 
Cover title: New York’s work skills program; jobs for 
youth. 


Youth--employment--New York 
Occupational training--New York 


11702 
NEW YORK. DEPT. OF LAW. Annual report. 1990. [By 
Joan Libby. Albany] 108 p. ill. 

12-33450 
Attorneys general’s opinions--New York 


11703 
NEW YORK. DEPT. OF MOTOR VEHICLES. Annual 
report. 1990. [Albany] 8 p. ill. 

A63- 


Transportation, Automotive--New York 


11704 
NEW YORK. DEPT. OF STATE. 


Bureau _of 
[Roster of county clerks] 1992. 
Albany. [2] 1. 


County officials and employees--directories--New York 


11705 
NEW YORK. DEPT. OF STATE. Bureau of 
[Roster of county treasurers] 1992. 
Albany. [2] 1. 


County officials and employees--directories--New York 


11706 
NEW YORK. DEPT. OF STATE. Bureau of 
[Roster of district attorneys] 1992. 
Albany. [2] |. 


Lawyers--directories--New York 


11707 
NEW YORK. DEPT. OF STATE. 


TE. Bureau of 
ee [Roster of sheriffs] 1992. Albany. 


Sheriffs--directories--New York 

11708 
NEW YORK. DEPT. OF STATE. 

[Roster of surrogates] 1992. 
Albany. [2] 1. 


Executors and administrators--directories--New York 


; 
| 
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11709 
NEW YORK. DIVISION OF HAZARDOUS 
SUBSTANCES REGULATION. Bureau of Radiation. 
Final generic environmental impact statement for 
promulgation of 6 NYCRR, subpart 383-6: financial 
assurance requirements for low-level radioactive waste 
disposal facilities. [Albany] 1991. 2 v. ill. 

92-621351 
Radioactive waste sites--environmental aspects--New York 


11710 
NEW YORK. DIVISION OF HAZARDOUS 
SUBSTANCES REGULATION. Bureau of Radiation. 
New York State low-level radioactive waste transportation 
report. 1990. Prepared by John B. Zeh, with the assistance 
of Susan L. Lembo. [Albany] ii, 4, 3, 2, 4, 3 p. 
sn89-39985 


Radioactive wastes--transportation--New York 


11711 
NEW YORK. DIVISION OF MANAGEMENT AUDIT 
AND FINANCIAL REPORTING. [The actions taken by 
Officials of the Department of Transportation 
(Department) as of December 31, 1991, to implement the 
recommendations included in our prior audit report 
89-S-45] Albany, 1992. 7 1. (Report 92-F-13) 


Auditing--New York 


11712 
NEW YORK. DIVISION OF MANAGEMENT AUDIT 
AND FINANCIAL REPORTING. [The actions taken by 
officials of the Department of Transportation 
(Department) as of November 15, 1991, to implement the 
recommendations included in our prior audit report 
88-S-197] Albany, 1992. 7 1. (Report 92-F-14) 


Auditing--New York 


11713 
NEW YORK. DIVISION OF MANAGEMENT AUDIT 
AND FINANCIAL REPORTING. [The actions taken by 
officials of the Division for Youth’s (Division) Brookwood 
Secure Center (Center), as of December 31, 1991, to 
implement the recommendations included in our prior 
audit report 89-S-43] Albany, 1992. 9 1. (Report 92-F-16) 


Auditing--New York 


11714 
NEW YORK. DIVISION OF MANAGEMENT AUDIT 
AND FINANCIAL REPORTING. [The actions taken by 
officials of the Division of Parole (Division) as of 
January 24, 1992, to implement the recommendations 
included in our prior audit report 89-S-79] Albany, 1992. 
12 1. (Report 92-F-21) 


Auditing--New York 


11715 
NEW YORK. DIVISION OF MANAGEMENT AUDIT 
AND FINANCIAL REPORTING. [The actions taken by 
State University of New York College at New Paltz 
(College) as of July 31, 1991, to carry out the 
recommendations contained in our prior audit report 
87-S-126] Albany, 1992. 9 1. (Report 92-F-5) 


Auditing--New York 


11716 
NEW YORK. DIVISION OF MANAGEMENT AUDIT 
AND FINANCIAL REPORTING. [The actions taken by 
State University of New York College at Purchase 
(College) as of December 31, 1991, to implement selected 
recommendations contained in our prior audit report 
89-S-8] Albany, 1992. 8 1. (Report 92-F-19) 


Auditing--New York 


11717 
NEW YORK. DIVISION OF MANAGEMENT AUDIT 
AND FINANCIAL REPORTING. [The actions taken by 
the Division for Youth’s (Division) Harlem Valley Secure 
Center (Center) as of October 31, 1991, to carry out the 
recommendations contained in our prior audit report 
88-S-66] Albany, 1992. 9 1. (Report 92-F-17) 


Auditing--New York 


11718 
NEW YORK. DIVISION OF MANAGEMENT AUDIT 
AND FINANCIAL REPORTING. Department of 
Taxation and Finance; tax managers have not taken 
appropriate steps to strengthen internal controls over tax 
receipts. [Albany, 1992] 7, A 6 p. (Report 92-S-34) 


Auditing--New York 


11719 
NEW YORK. DIVISION OF MANAGEMENT AUDIT 
AND FINANCIAL REPORTING. Department of 
Taxation and Finance; the State Comptroller’s pre-audit of 
income tax refunds saved State taxpayers about $4.3 
million during the 1990-91 processing year. [Albany, 1992] 
11, A 6 p. (Report 92-D-10) 


Auditing--New York 


11720 
NEW YORK. DIVISION OF MANAGEMENT AUDIT 
AND FINANCIAL REPORTING. The Downstate 
Correctional Facility has neither ensured the safety and 
security of employees and inmates nor established 
adequate internal controls. [Albany, 1991] 19, A 15, B 2 p. 
ill. (Report 90-S-113) 


Auditing--New York 
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11721 
NEW YORK. DIVISION OF MANAGEMENT AUDIT 
AND FINANCIAL REPORTING. New York State 
Banking Department; productivity of department 
examiners can be increased. [Albany, 1992] 
14, A 19, B 3 p. (Report 91-S-108) 


Auditing--New York 


11722 
NEW YORK. DIVISION OF MANAGEMENT AUDIT 
AND FINANCIAL REPORTING. The Office of Mental 
Health’s unsuccessful attempts to develop a billing system 
have wasted $ millions. [Albany, 1992] 7, A 10, B 2 p. 
(Report 91-S-83) 


Auditing--New York 


11723 
NEW YORK. DIVISION OF MANAGEMENT AUDIT 
AND FINANCIAL REPORTING. OMRDD has made 
limited progress in decentralizing operations. [Albany, 
1992] 12, A 8 p. (Report 91-S-60) 


Auditing--New York 


11724 
NEW YORK. DIVISION OF MANAGEMENT AUDIT 
AND FINANCIAL REPORTING. State Insurance 
Department, monitoring insurer solvency. [Albany, 1992] 
49, B 60, C 15 p. ill. (Report 91-S-69) 

92-621352 
Auditing--New York 


11725 
NEW YORK. DIVISION OF MANAGEMENT AUDIT 
AND FINANCIAL REPORTING. State Insurance Fund 
and Department of Civil Service; improved administration 
of the Workers’ Compensation Agreement could reduce 
State costs. [Albany, 1992] 13, A 8 p. (Report 91-S-110) 


Auditing--New York 


11726 
NEW YORK. GOVERNOR. Executive budget. 1992/93. 
[Albany] xx, 584 p. ill. 
On cover: Agency presentations. 
28-27141 
Budget--New York 


11727 
NEW YORK. GOVERNOR’S ADVISORY 
COMMITTEE FOR BLACK AFFAIRS. 1990 Governor’s 
accomplishments/initiatives report. New York [1990] 


VI, 152 p. 
92-621353 
Afro-Americans--New York 


11728 
NEW YORK. GOVERNOR’S DEFENSE ADVISORY 
PANEL. Defense spending and its impact on New York 
— economy in the post cold war era. [Albany, 1991] 
47 p. ill. 
Panel created by the Governor, August 1990. 
92-621354 
Defense industries--New York 
Unemployment--New York 


11729 
NEW YORK. GOVERNOR’S TASK FORCE ON RAPE 
AND SEXUAL ASSAULT. Rape, sexual assault, and 
child sexual abuse: working towards a more responsive 
society; final report. [Albany] 1990. vi, 149 p. + ill. 
92-621355 
Rape--New York 
Sex crimes--New York 
Child molesting--New York 


11730 
NEW YORK. LAWS, STATUTES, ETC. Vehicle and 
traffic law. 1990/91 ed. Albany [Dept.] of Motor Vehicles. 
xv, 588 p. annual. 

sn90-32734 
Traffic regulations--New York 


11731 
NEW YORK. LEGISLATURE. Assembly, Standing 
Annual report. 1991. [Albany] 
81. 
82-645813 
Agriculture--New York 
11732 
LEGISLATURE. Assembly. Standing 


[Albany] 15 


sn85-62967 
Children--care and hygiene--New York 
Child welfare--New York 


11733 
airs 


report. 1990. [Albany] 271. 


Consumer protection--New York 


11734 
NEW YORK. LEGISLATURE. Assembly. Standing 
Commities on Correction, Annual report. 1991. [Albany] 
10 


Corrections--New York 


88-648364 
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Power resources--New York 
Energy conservation--New York 


11736 


and the caveunttaat: an exploration into the effects of 
environmental policies, practices and conditions on 
minority and low-income communities; pr from 
the 1991 public hearings series [by] Michelle L. Dilworth. 
[Albany, 19917] various pagings. ill. 

Issued in cooperation with the Assembly Health 
Committee and others. 

92-621356 

Minorities--New York 
Environmental policy--New York 


11737 
NEW YORK. Assembly, Standing 
rations. Annual report. 


1991. [Albany] 38 1 


State governments--New York 
Administrative agencies--New York 


11738 
NEW YORK. LEGISLATURE. Assembly. Standing 
7 Annual report. 1990. [Albany] 
39 


Insurance--state supervision--New York 


11739 
NEW YORK. LEGISLATURE. Assembly. Standing 
i Annual report. 1991. 
[Albany] ii, 24 1. 
83-641916 
Local government--state supervision--New York 
11740 
NEW YORK. LEGISLATURE. 
i Annual report. 1991. 
[Albany] 84 1. 
sn87-28664 


Gambling--New York 
Horse-racing--New York 


11741 
NEW Assembly. Standing 
ce on Sm: siness. Annual report. 1991. 
[Albany] 2, 151. 
sn86-33608 
Small business--New York 


11742 
NEW YORK. LEGISLATURE. Assembly. Standing 
Annual report. 1990. 
[Albany] 14 1. 


83-643614 


Transportation--New York 
Motor vehicles--New York 


11743 
NEW YORK. LEGISLATURE. 


Senate. Select Committee 
gn Interstate Cooperation, Annual report. 1990. [Albany] 


343 p. 
83-645919 
Interstate relations--New York 


11744 
NEW YORK. LEGISLATURE. Senate. Standing 
Committee on Child Care, Annual report. 1990. [Albany] 
50 p. 


Cover title: Chairwoman’s report, 1990 session. 
sn88-27640 
Child welfare--New York 


11745 
NEW YORK. OFFICE OF TAX POLICY ANALYSIS. 
Statistical report of New York State tax collections. 
1990/91. [Albany] 50 p. ill. 


Taxation--statistics--New York 


11746 
NEW YORK. OFFICE OF TAX POLICY ANALYSIS. 
Bureau_of Revenue Analysis. Analysis of Article 9-A 
business corporations’ 1987 tax credits. [Albany] 1992. 


65, A 4 p. ill. 
92-621357 
Tax credits--New York 


11747 
NEW YORK. OFFICE OF THE STATE 
COMPTROLLER. New York State comptroller’s annual 
report of the results of audits at State agencies and public 
authorities. 1990/91. [Albany] 56 p. ill. 


87-643103 
Auditing--New York 


11748 
NEW YORK. OFFICE OF THE STATE 
COMPTROLLER. Overall real property taxes; tax levy 
and tax rate statistics, New York State local governments. 
21st; 1990/91. [Albany] xvi, 152 p. ill. annual. 

91-648315 


Real property tax--New York 


| 

11735 

NEW YORK. LEGISLATURE. Assembly. Standing | 

Committee on Energy, Annual report. 1991. [Albany] 15 1. 4 

85-645781 | 

82-645807 

84-646044 
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11749 
NEW YORK. PUBLIC EMPLOYMENT RELATIONS 
BOARD. Official decisions, opinions, and related matters. 
Vol. 24; 1991. Robert Maraldo, editor-in-chief. Sandra T. 
Johnson, national editor. MatthewC. McNally, 
contributing editor. Edited and published by LRP 
Publications. [Albany] various pagings. annual. 

86-650005 


Employee-management relations in government--cases-- 
New York 
Labor disputes--cases--New York 


11750 
NEW PUBLIC SERVICE Office 


Financial statistics of the major amen wane utilities in 
New York State; electric, gas, telephone, water. 20th; 1990. 
[Albany] 

$10.00. 


76-645041 
Public utilities--finance--statistics--New York 


11751 
NEW YORK. STATE RACING AND WAGERING 
BOARD. Annual report. 18th; 1990. [Albany] 55 p. ill. 
75-640707 


Horse-racing--New York 
Horse race betting--New York 


11752 
NEW YORK. UNIVERSITY OF THE STATE OF NEW 
YORK. Information Center _on Education. Education 
Statistics, New York State. Jan 1992. Albany. vi, 25 p. 
annual. 

73-640247 
Education--statistics--New York 


11753 
NEW YORK. UNIVERSITY OF THE STATE OF NEW 
YORK. Office of the Counsel. Education Department 
reports; judicial decisions of the commissioner of 
education; official edition. Vol. 30; 1990/91. Albany, Lenz 
& Riecker, Inc., Legal Publishing Division. v, 486 p. + 

Report year ends June 30. 

A63-7258 

Educational law and legislation--New York 


NORTH CAROLINA 


11754 
NORTH CAROLINA. CENTER FOR HEALTH AND 
ENVIRONMENTAL STATISTICS. North Carolina 
inventory of environmental data sets. [Raleigh, 1991. 
viii, 133 p. 

92-621358 
Environmental protection--information services-- 
directories--North Carolina 


11755 
NORTH CAROLINA. DEPT. OF CORRECTION. 
Statistical abstract; yearly. 1991. [Raleigh] ii, 76 p. annual. 
82-645099 


Prisoners--statistics--North Carolina 


11756 
NORTH CAROLINA. [DEPT. OF ENVIRONMENT, 
HEALTH, AND NATURAL RESOURCES] Land use 
plan update, town of Morehead City, North Carolina. 
Prepared by the Wooten Co. Raleigh [19917] v, 144 1. ill. 


Land use--planning--North Carolina--Morehead City 


11757 
NORTH CAROLINA. [DEPT. OF ENVIRONMENT, 
HEALTH, AND NATURAL RESOURCES] Tyrrell 
County 1990 land use update and town of Columbia 1990 
land use plan. Wilmington, Ken Weeden & Assoc. [1991?] 
6, 177 p. ill. 


Land use--planning--North Carolina--Tyrrell County 
Land use--planning--North Carolina--Columbia 


11758 
NORTH CAROLINA. DEPT. OF ENVIRONMENT, 
HEALTH, AND NATURAL RESOURCES. 
Writing/editing style manual, Department of Environment, 
Health, and Natural Resources [by] Ben Taylor. Rev. 
Raleigh, 1991. 56 p. ill. 


Authorship (Style manuals) 


11759 
NORTH CAROLINA. DEPT. OF ENVIRONMENT, 
HEALTH, AND NATURAL RESOURCES. Division of 
Planning and Assessment, North Carolina state of the 
environment report. 1991. [Raleigh] 56 p. ill. biennial. 
90-641624 


Environmental policy--North Carolina 


11760 
NORTH CAROLINA. DEPT. OF HUMAN 
RESOURCES. Division of Facility Services. Certificate of 
Certificate of Need Section, decisions for 
new ICF/MR beds allocated for years (1984, 1985, 1986, 
1987, 1988, 1989, 1990, and 1991) from the State medical 
facilities plan. Raleigh, 1992. [20] 1. 


Health facilities--certificate of need--North Carolina 


11761 
NORTH CAROLINA. DEPT. OF HUMAN 
RESOURCES. Division of Facility Services. Certificate of 
Need Section, Certificate of Need Section, ICF/MR beds 
approved for transfer from State institiyions [sic] to 
community facilities. Raleigh, 1992. [5] 1. 


Health facilities--certificate of need--North Carolina 


he 
| 
Bed 
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11762 
NORTH CAROLINA. DEPT. OF ees 


Need Section. Certificate of ‘Need Section litigation 
Raleigh, 1988. [12] 1. 


Health facilities--certificate of need--North Carolina 


11763 
NORTH CAROLINA. DEPT. OF LABOR. Research and 
Statistics Division, Occupational i injuries and illnesses in 
North Carolina. 1989. Raleigh. viii, 51 p. ill. annual. 

Issued in cooperation with the U.S. Bureau of Labor 

Statistics. 

81-644230 
Occupational diseases--statistics--North Carolina 
Industrial accidents--statistics--North Carolina 


11764 
NORTH CAROLINA. DEPT. OF PUBLIC 
INSTRUCTION. North Carolina State plan for vocational 
and applied technology education, July 1, 1991-June 30, 
1994, Raleigh [19917] 147, 4 p. ill. 


Vocational education--planning--North Carolina 
Education--planning--North Carolina 


11765 
NORTH CAROLINA. DIVISION OF ADULT 
PROBATION AND PAROLE. Statistical abstract. 1991. 
[Raleigh] 81 p. 


Probation--statistics--North Carolina 
Parole--statistics--North Carolina 


11766 
NORTH CAROLINA. DIVISION OF HIGHWAYS. 


Group, Morehead City/Beaufort t thoroughfare plan [by [by] 
D.S. Hutchings [and others] Prepared in cooperation with 
town of Beaufort [and others. Raleigh, 1992] 
121, A 24, B 7, C 19, D 9, E 6 p. ill. 


Transportation--planning--North Carolina--Morehead City 
Transportation--planning--North Carolina--Beaufort 


11767 


Group. Simall Urban Planning Uni Liberty thoroughfare 
plan [by] F.L. Robson [and others] Prepared in 
cooperation with the town of Liberty [and] Federal 
Highway Administration. [Raleigh] 1991. 
60, A 2,B 9, C1 p. ill. 

Cover title: Towns of Liberty thoroughfare plan. 


Transportation--planning--North Carolina--Liberty 


11768 
NORTH CAROLINA. DIVISION oF HIGHWAYS. 


Group. Small Urban Planning Unit, Thosegieo plan for 
the towns of Hertford and Winfall. Prepared in 
cooperation with the town of Hertford, the town of Winfall 
[and] Federal Highway Administration. [Raleigh] 1991. 
37, A 6, B 10 p. ill. 

Cover title: Towns of Hertford and Winfall 
thoroughfare plan. 


Transportation--planning--North Carolina--Winfall 
Transportation--planning--North Carolina--Hertford 


11769 


Section, North Carolien 1991. Prepered in 
cooperation with Federal Highway Administration. 
[Raleigh] 112, A 8 p. ill. 
Cover title: North Carolina highway speeds. 
90-645018 


Automobiles--speed--statistics--North Carolina 


11770 
NORTH CAROLINA. DIVISION OF MARINE 
FISHERIES. Pamlico Sound survey, June 1990 cruise 
report, prepared by Michael G. Pulley. Morehead City, 
1992. 27 1. ill. 


Fisheries--Pamlico Sound 


11771 
NORTH CAROLINA. DIVISION OF MARINE 
FISHERIES. Pamlico Sound survey, September 1990 
cruise report, prepared by Michael G. Pulley. Morehead 
City, 1992. 33 1. ill. 


Fisheries--Pamlico Sound 


11772 
NORTH CAROLINA. DIVISION OF MENTAL 
HEALTH, DEVELOPMENTAL DISABILITIES, AND 
SUBSTANCE ABUSE SERVICES. Data Support Branch. 
Annual statistical report, North Carolina alcohol & drug 
abuse — center[s] 1990/91. [By] Kyle Fay. Raleigh. 
i, 18 p. i 


Alcoholism--treatment--statistics--North Carolina 
Drug abuse--statistics--North Carolina 
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11773 
NORTH CAROLINA. DIVISION OF MENTAL 
HEALTH, DEVELOPMENTAL DISABILITIES, AND 
SUBSTANCE ABUSE SERVICES. Data Support Branch. 
Annual statistical report, North Carolina mental 
retardation centers. 1990/91. [By] Mary Jane Hart. 
Raleigh. i, 39 p. ill. 


90-656636 
Mental retardation facilities patients--statistics--North 
Carolina 


11774 
NORTH CAROLINA. DIVISION OF MENTAL 
HEALTH, DEVELOPMENTAL DISABILITIES, AND 
SUBSTANCE ABUSE SERVICES. 
Annual statistical report, North Carolina psychiatric 
hospitals. 1990/91. [By] Mary Jane Hart. Raleigh. 25 p. ill. 
88-652483 


Psychiatric hospitals--statistics--North Carolina 


11775 
NORTH CAROLINA. DIVISION OF MENTAL 
HEALTH, DEVELOPMENTAL DISABILITIES, AND 
SUBSTANCE ABUSE SERVICES. 
Annual statistical report, North Carolina special care 
center, Whitaker School [and] Wright School. 1990/91. 
[By] Mary Jane Hart. Raleigh. 19 p. 

Report year ends June 30. 

91-643945 

Mental retardation facilities--statistics--North Carolina 


11716 
NORTH CAROLINA. DIVISION OF MENTAL 
HEALTH, DEVELOPMENTAL DISABILITIES, AND 
SUBSTANCE ABUSE SERVICES. Data Support Branch, 
North Carolina area programs, admission characteristics. 
1990/91. [By] Brenda Dillard. Raleigh. 13 p. 

90-66000. 


Mental retardation facilities patients--statistics--North 
Carolina 


11777 
NORTH CAROLINA. DIVISION OF MENTAL 
HEALTH, DEVELOPMENTAL DISABILITIES, AND 
SUBSTANCE ABUSE SERVICES. Data Support Branch, 
North Carolina area programs, annual statistical report. 
1990/91. [By] Brenda Dillard. Raleigh. 15 p. ill. 
90-643338 
Mental health facilities--statistics--North Carolina 


11778 
NORTH CAROLINA. DIVISION OF SOIL AND 
WATER CONSERVATION. Black Creek watershed plan 
and environmental assessment; Johnston and Wake 
Counties, North Carolina. [Prepared in cooperation with 
the Johnston Soil and Water Conservation District and 
others. Raleigh, 1992] 75 p. ill. 


Watershed ent--North Carolina--Johnston County 
Watershed management--North Carolina--Wake County 


1179 

NORTH CAROLINA. ENVIRONMENTAL 
MANAGEMENT COMMISSION. Report of proceedings 
for proposed amendments to the North Carolina 
antidegradation policy and the fresh surface water and 
tidal saltwater classifications and standards rules (15A 
NCAC 2B .0201, .0211, and .0212) public hearing [held] 
November 16, 1990... Raleigh, North Carolina... Raleigh 
[n.d.] S 6, 40 p. 


Rivers--classification--North Carolina 


11780 
NORTH CAROLINA. LABOR MARKET 
INFORMATION DIVISION. a. and wages in 
North Carolina. 1990. [Raleigh] 485 p. ill. annual. 
sn86-16937 
Employment--statistics--North Carolina 
Labor supply--statistics--North Carolina 
Wages--North Carolina 


11781 
NORTH CAROLINA. LEGISLATIVE SERVICES 
OFFICE. 1991 House base plan #2 - maps. Raleigh, 1991. 
unpaged. ill. 

92-621359 


Election districts--North Carolina 


11782 
NORTH CAROLINA. LEGISLATIVE SERVICES 
OFFICE. 1991 House base plan #3, Chapter 675 of the 
1991 Session laws (House bill 1303) Raleigh, 1992. 18 p. + 
ill. 


92-621360 
Election districts--North Carolina 


11783 
NORTH CAROLINA. LEGISLATIVE SERVICES 
OFFICE. 1992 Congressional base plan #10. [Raleigh] 
1992. map on sheet 56 x 87 cm. 


Election districts--North Carolina 


11784 
NORTH CAROLINA. LEGISLATIVE SERVICES 
OFFICE. 1992 Congressional base plan #10- 
explanation/statistics. Raleigh, 1992. unpaged. ill. 
92-621361 
Election districts--North Carolina 


11785 
NORTH CAROLINA. LEGISLATIVE SERVICES 
OFFICE. 1992 House base plan #5 - statistics, maps, and 
bill. Raleigh, 1992. various pagings. ill. 

92-621362 
Election districts--North Carolina 
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11786 
NORTH CAROLINA. LEGISLATIVE SERVICES 
OFFICE. 1992 Senate base #6, Senate bill 2--Chapter 4 of 
the 1991 Session laws (1991 extra session) Raleigh, 1992. 
various pagings. ill. 

92-621363 
Election districts--North Carolina 


11787 
NORTH CAROLINA. LEGISLATIVE SERVICES 
OFFICE. Composition of legislative & congressional 
districts. Raleigh, 1992. 83 p. 

92-621364 
Election districts--North Carolina 


11788 
NORTH CAROLINA. LEGISLATIVE SERVICES 
OFFICE. House districts, Chapter 5 of the 1991 session 
laws (1991 extra session) [Raleigh] 1992. map on 
sheet 56 x 87 cm. 


Election districts--North Carolina 
11789 


NORTH CAROLINA. LEGISLATIVE SERVICES 
OFFICE. Senate districts, Chapter 4 of the 1991 session 


laws (1991 extra session) [Raleigh] 1992. map on 
sheet 56 x 87 cm. 


Election districts--North Carolina 


11790 
NORTH CAROLINA. NORTH CAROLINA STATE 
UNIVERSITY AT RALEIGH. Cooperative Extension 
Service, Burley tobacco information. 1992. [By W. David 
Smith and others. Raleigh] 105 p. ill. (AG 376) 
86-8004 


Burley tobacco--North Carolina 


11791 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Appalachian State University, Boone, North 
Carolina, financial audit report for the year ended June 30, 
1991. [Raleigh, 1992] 30 p. 


Auditing--North Carolina 


11792 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Davie County clerk of Superior Court... 
Mocksville, North Carolina, report on audit for the fiscal 
year ended June 30, 1991. [Raleigh, 1992] 4 1. 
On cover: Financial audit report. 


Auditing--North Carolina 


11793 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. be County clerk of Superior Court... 
Tarboro, North Carolina, report on audit for the fiscal 
year ended June 30, 1991. [Raleigh, 1992] 8 1. 
On cover: Financial audit report. 


Auditing--North Carolina 


11794 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Lenoir Community College, Kinston, North 
Carolina, financial audit report for the year ended June 30, 
1991. [Raleigh, 1992] 33 p. 


Auditing--North Carolina 


11795 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Mitchell County clerk of Superior Court... 
Bakersville, North Carolina, report on audit for the fiscal 
year ended June 30, 1991. [Raleigh, 1992] 4 1. 
On cover: Financial audit report. 


Auditing--North Carolina 


11796 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Person County clerk of Superior Court... 
Roxboro, North Carolina, report on audit for the fiscal 
year ended June 30, 1991. [Raleigh, 1992] 11 p. 
On cover: Financial audit report. 


Auditing--North Carolina 


11797 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Richmond County clerk of Superior Court... 
Rockingham, North Carolina, report on audit for the fiscal 
year ended June 30, 1991. [Raleigh, 1992] 6 1. 
On cover: Financial audit report. 


Auditing--North Carolina 


11798 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Rowan County clerk of Superior Court... 
Salisbury, North Carolina, report on audit for the fiscal 
year ended June 30, 1991. [Raleigh, 1992] 4 1. 
On cover: Financial audit report. 


Auditing--North Carolina 


11799 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Sampson Community College, Clinton, North 
Carolina, financial audit report for the year ended June 30, 
1991. [Raleigh, 1992] 33 p. 


Auditing--North Carolina 
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11800 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Surry Community College, Dobson, North 
Carolina, financial audit report for the year ended June 30, 
1991. [Raleigh, 1992] 31 p. 


Auditing--North Carolina 


11801 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. The University of North Carolina Hospitals, 
Chapel Hill, North Carolina, financial audit report for the 
year ended June 30, 1991. [Raleigh, 1992] 27 p. 


Auditing--North Carolina 


11802 
NORTH CAROLINA. OFFICE OF THE STATE 
AUDITOR. Western Carolina University, Cullowhee, 
North Carolina, financial audit report for the year ended 
June 30, 1991. [Raleigh, 1992] 29 p. 


Auditing--North Carolina 


11803 
NORTH CAROLINA. SCHOOL PLANNING. Haywood 
County schools survey report, 1991-92. Conducted [for 
Haywood County Board of Education. Raleigh] 1992. 
i, 161 p. ill. 

Cover title: Haywood County survey report. 

78-32310 

Educational surveys--North Carolina--Haywood County 


11804 
NORTH CAROLINA. SCHOOL PLANNING. Stanly 
County schools special report, 1991-92. Conducted [for 
Stanly County Board of Education. Raleigh] 1992. i, 28 p. 
ill. 


78-32310 
Educational surveys--North Carolina--Stanley County 


11805 
NORTH CAROLINA. STATE BOARD OF 
EDUCATION. Report card; the state of school systems in 
North Carolina. 2d; 1991. Raleigh. 995 p. ill. annual. 
91-662147 
School districts--statistics--North Carolina 
Education--statistics--North Carolina 
Educational tests and measurements--statistics--North 
Carolina 


11806 
NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA. General Administration. Planning Division. 
Statistical abstract of higher education in North Carolina. 
1991/92. [By] Linda F. Balfour. [Chapel Hill] ix, 181 p. ill. 
annual. 

79-647373 
Education, Higher--statistics--North Carolina 


11807 
NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA. Institute of Statistics, Isomorphism of 
quadratic norm and PC ordering of estimators admitting 
first order AN representations, by Pranab Kumar Sen. 
Chapel Hill, 1992. [10] p. 


Biometry--research 


11808 
NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA AT CHAPEL HILL. Continuing studies, 
1991-1992, the University of North Carolina at Chapel 
Hill. [Chapel Hill, c1991] 35 p. 


College students--handbooks, manuals,  etc.--North 
Carolina--Chapel Hill 
Students, Part-time--handbooks, manuals, etc.--North 
Carolina--Chapel Hill 


11809 
NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA AT CHAPEL HILL. Institute of 
Government, North Carolina constitutional and statutory 
provisions with respect to higher education. Compiled by 
Laurie L. Mesibov. [Chapel Hill] 1988. xxviii, 403 p. 
88-185002 
Universities and colleges--law and_legislation--North 
Carolina 


11810 
NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA AT CHAPEL HILL. Institute of 
Government, North Carolina legislation; a summary of 
legislation in the General Assembly of interest to North 
Carolina public officials. Edited by Joseph S. Ferrell. 1991. 
[Chapel Hill] 242 p. annual. 

sn85-11695 
Legislation--handbooks, manuals, etc.--North Carolina 
State governments--North Carolina 


11811 
NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA AT CHAPEL HILL. 
Collection, Thomas Wolfe at ceighty-seven; papers 
delivered at the Eighth Annual Meeting of the Thomas 
Wolfe Society, Chapel Hill, 22-24 May 1987. Edited by 
H.G. Jones. Chapel Hill, North Caroliniana Society, Inc., 
1988. 108 p. ill. (North Caroliniana Society imprints 16) 
88-144359 
Wolfe, Thomas (1900-1938)--criticism and interpretation 


11812 
NORTH CAROLINA. UNIVERSITY OF NORTH 
CAROLINA AT CHAPEL HILL. Office of the Vice 
Chancellor for Health Affairs, Directory on aging [by 
James C. Sadler. Chapel Hill] 1988. 47 p. 


Aging--research--North Carolina--Chapel Hill 
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11813 
NORTH CAROLINA. WESTERN CAROLINA 
UNIVERSITY, 


Cullowhee. Office of the Chancellor. 
Manual for strategic planning, 1989-91 [by Judith M. 
Stillion. [Cullowhee, 1989] 58, F 20 1. ill. 


State universities and colleges--planning--North Carolina 
NORTH DAKOTA 


11814 
NORTH DAKOTA. BANK OF NORTH DAKOTA. 
Annual report. 1991. [Bismarck] 15 p. ill. 

72-624331 
Banks and banking--state supervision--North Dakota 


11815 
NORTH DAKOTA. CENTENNIAL COMMISSION. 
North Dakota and the railroads. [Bismarck, n.d. 10] p. ill. 


Issued in cooperation with the Burlington Northern 
Railroad. 


Railroads--history--North Dakota 


11816 
NORTH DAKOTA. DEPT. OF ECONOMIC 
DEVELOPMENT AND FINANCE. Directory of North 
Dakota manufacturers & food processors. 1991-92. 
Bismarck. 174 p. ill. biennial. 

82-646990 
Manufactures--directories--North Dakota 


11817 
NORTH DAKOTA. DEPT. OF INSURANCE. Fire & 
Tornado Fund annual report. 1989/91. [Bismarck] 7 1. 
Report period ends June 30. 
76-644504 
Insurance, Tornado--North Dakota 
Insurance, Fire--North Dakota 


11818 
NORTH DAKOTA. DEPT. OF TRANSPORTATION. 
Summation of public hearing and project decisions; 
reconstruction; ND Hwy 6 from the jct of ND 6 and 
ND 21, north to the Heart River, project 
no. NH-1-006(006)042 [by] Charles A. Gullicks. [Bismarck] 
1992. 8, 1, 51. ill. 


Highway planning--citizen participation--North Dakota--St. 
Anthony 


11819 
NORTH DAKOTA. DEPT. OF TRANSPORTATION. 
Transcript of public hearing held... January 15, 1992... 
project no. NH-1-006(006)042; reconstruction of ND 
Hwy 6 from the Heart River south to the Jct of ND 
Hwy6 and ND Hwy21 [by] Charles A. Gullicks. 
[Bismarck] 1992. 30 1. ill. 


planning--citizen participation--North Dakota--St. 


Highway 
Anthony 


11820 

NORTH DAKOTA. DEPT. OF TRANSPORTATION. 
Transcript of public hearings held... Linton, ND, 
January 15, 1992;... Fort Yates, ND, January 16, 1992;... 
Bismarck, ND, January 16, 1992... project 
no. NH-1-013(004)180; involves Lake Oahe Bridge and 
connecting roadways, Emmons and Sioux Counties [by] 
U.S. Corps of Engineers and Charles A. Gullicks. 
[Bismarck] 1992. 20, xi . ill. 


Highway planning--citizen participation--North Dakota-- 
Linton 

Highway planning--citizen participation--North Dakota-- 
Fort Yates 

Highway planning--citizen participation--North Dakota-- 
Bismarck 


11821 
NORTH DAKOTA. DIVISION OF MATERNAL AND 
CHILD HEALTH. North Dakota food pantry listing by 
WIC regions, 1990-91, compiled by Karen J. Oby. 
Bismarck [n.d.] ii, 27 p. 


Food relief--directories--North Dakota 


11822 
NORTH DAKOTA. GAME AND FISH DEPT. North 
Dakota 1992 hunting & fishing guide. [Bismarck, n.d.] 
40 p. ill. 
Issued in cooperation with the State Tourism 
Promotion Division. 


Hunting--North Dakota 
Fishing--North Dakota 


11823 
NORTH DAKOTA. GAME AND FISH DEPT. Pittman- 
Robertson Division, phase D, migratory game bird 
investigations; project W-67-R-31; study no. F-1: resident 
and nonresident hunter expenditures in North Dakota, 
1990-91 season (research) job no. F-I-1, submitted by 
Arlen Harmoning. [Bismarck] 1992. [1] 1. (Report F-1) 


Hunting--economic aspects--North Dakota 
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11824 
NORTH DAKOTA. GAME AND FISH DEPT. Pittman- 
Robertson Division, project W-67-R-31; phase B, upland 
game investigations; study no. B-I: pheasant population 
data... submitted by Lowell A. Tripp. Oakes, 1991. 
unpaged. ill. (Report B-447) 


Pheasants--North Dakota 


11825 
NORTH DAKOTA. GAME AND FISH DEPT. Pittman- 
Robertson Division, project W-67-R-31; phase D, 
migratory game bird investigations; study no. D-VI: re- 
establishment of giant Canada geese in North America... 
submitted by Michael A. Johnson. Bismarck, 1991. [12] 1. 
ill. (Report 869) 


Canada goose--North Dakota 


11826 
NORTH DAKOTA. GEOLOGICAL SURVEY. 
Correlation cross-sections along the United States-Canada 
international border (North Dakota-Manitoba) prepared 
by Julie A. LeFever, Carol D. Martiniuk [and] Sidney B. 


Anderson. [Ill.] by M.E. McFarlane, N. Barton [and] 
B. Lenton. [Bismarck] 1991. sheets. ill. (Report of 
investigations 92) 

Issued in envelope containing 5 geological plates. 

Issued in cooperation with Manitoba Energy and 
Mines. 

Manitoba Energy and Mines. Petroleum open-file 
report POF 12-91. 

GS49-204 

Geology, Stratigraphic--maps--North Dakota 
Geology, Stratigraphic--maps--Manitoba 


11827 
NORTH DAKOTA. GEOLOGICAL SURVEY. Devonian 
stratigraphy of North Dakota from wireline-log sections, by 
Thomas J. Heck and Randolph B. Burke. [Bismarck] 1991. 
v, 8 p. ill. (Report of investigation 90) 
Issued in envelope containing 27 geological plates. 
Printed by Quality Printing Service. 
GS49-204 
Geology, Stratigraphic--Devonian--North Dakota 


11828 
NORTH DAKOTA. GEOLOGICAL SURVEY. The face 
of North Dakota, by John P. Bluemle. Rev. ed. [Bismarck, 
1991] vi, 177 p. ill. (Educational series 21) 

73-643761 
Geology--North Dakota 


11829 

NORTH DAKOTA. GEOLOGICAL SURVEY. Great 
Plains glaciotectonics. Glaciotectonic data compiled by J.S. 
Aber and J.P. Bluemle. Map compiled by DJ. Sauchyn, 
D.L. Ackerman, and J.S. Aber. Prepared for the Work 
Group on Glacial Tectonics of the International Union for 
Quaternary Research. [Bismarck] 1991. col. map on 
sheet 47 x 74 cm. 


Glacial landforms--maps--Great Plains 


11830 
NORTH DAKOTA. GEOLOGICAL SURVEY. 
Radiocarbon of beaches and outlets of Devils Lake, 
by John P. Bluemle. Rev. ed. [Bismarck] 1991. iv, 10 p. ill. 
(Miscellaneous series 75) 

62-51231 
Lakes--shorelines--North Dakota--Devils Lake 


11831 
NORTH DAKOTA. GOVERNOR’S EMPLOYMENT 
AND TRAINING FORUM. Annual report to the 
Governor. 1990/91. [Bismarck] 12 p. ill. 
Report year ends June 30. 
90-643310 
Public service employment--North Dakota 


11832 
NORTH DAKOTA. JOB SERVICE NORTH DAKOTA. 
Research and Statistics Section. Grafton wage & benefit 
survey. 1991. By Lynda Kingsley. Bismarck. 24 p. 


Wages--North Dakota--Grafton 


11833 
NORTH a JOB SERVICE NORTH DAKOTA. 
esearcl ist ection. North Dakota wage & 
benefit sony 1990-91. By Lynda Kingsley. Bismarck. 


48 p. 

sn89-13231 
Wages--statistics--North Dakota 
Employee fringe benefits--statistics--North Dakota 


11834 
NORTH DAKOTA. LEGISLATIVE COUNCIL. Child 
victims - trial disposition - offender registration. Prepared 
for the Judiciary Committee. [Bismarck] 1992. [5] p. 


Children--crimes against--North Dakota 


11835 
NORTH DAKOTA. LEGISLATIVE COUNCIL. 
Employer provided 24-hour insurance coverage plans in 
Florida and Hawaii. Prepared for the Industry, Business, 
and Labor Committee. [Bismarck] 1992. unpaged. ill. 


Workers’ compensation--Florida 
Workers’ compensation--Hawaii 
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11836 
NORTH DAKOTA. LEGISLATIVE COUNCIL. 
Recommendations of the North Dakota Commission on 
Uniform State Laws to the Legislative Council’s Interim 
Judiciary Committee - 1991-92 interim. Prepared for the 
Judiciary Committee. [Bismarck] 1992. 2 p. 


Uniform state laws--North Dakota 


11837 
NORTH DAKOTA. NORTH DAKOTA STATE 
UNIVERSITY, Fargo. Librarics, Reference Dept, The 
Forum index; an index to the Forum, a daily newspaper, 
Fargo-Moorhead. 1991. Compiled by Lori Bakken [and] 
Michael M. Miller. 1991. Fargo. 291 p. ill. annual. 

83-648059 
Newspapers--indexes--North Dakota--Fargo 
Newspapers--indexes--Minnesota--Moorhead 


11838 
NORTH DAKOTA. NORTH DAKOTA STATE 
UNIVERSITY, Fargo. Libraries, Reference Dept. The 
Forum index; obituaries; an index to the Forum, a daily 
newspaper, Fargo-Moorhead. 1991. Compiled by Lori 
Bakken. 1991. Fargo. 59 p. ill. 


Obituaries--indexes--North Dakota--Fargo 
Obituaries--indexes--Minnesota--Moorhead 


11839 
NORTH DAKOTA. NORTH DAKOTA STATE 
UNIVERSITY, Fargo. Libraries. Reference Dept. North 
Dakota centennial newspaper index, 1989, compiled by 
Michael M. Miller. Fargo, 1991. vii, 124 p. 

91-68337 
Newspapers--indexes--North Dakota 


11840 
NORTH NORTH STATE 


Institute, North Dakota grain and 
statistics. 1990/91. [By] Don Leapoldt and Daniel L. Zink. 
[Prepared] in cooperation with State Wheat Commission 
and State Public Service Commission. Fargo. iv, 75 p. ill. 
annual. (UGPTI publication 86) 

86-641570 
Grain--transportation--statistics--North Dakota 
Oilseeds--transportation--statistics--North Dakota 


11841 
NORTH DAKOTA. STATE BOARD OF 
EQUALIZATION. Proceedings. 1991. Bismarck. 7 p. 
annual. 

10-14939 
Tax administration and procedure--North Dakota 


11842 
NORTH DAKOTA. STATE BOARD OF HIGHER 
EDUCATION. Biennial report. 27th; 1989/91. [Bismarck] 
various pagings. ill. 
Report period ends June 30. 


Education, Higher--North Dakota 


11843 
NORTH DAKOTA. STATE BONDING FUND. Biennial 
report. 1989/91. [Bismarck] 6 1. 
Report period ends June 30. 


Insurance, Liability--North Dakota 


11844 
NORTH DAKOTA. STATE LIBRARY, Bismarck, 
Biennial report to the Governor of North Dakota. 
1989/91. [Bismarck] 19 p. ill. 
Report period ends June 30. 
82-646062 
State libraries--North Dakota 


11845 
NORTH DAKOTA. STATE LIBRARY, Bismarck, North 
Dakota library statistics. 1989/90. Bismarck. ix, 88 p. ill. 
Report period ends June 30. 
79-642503 
Public libraries--statistics--North Dakota 


11846 
NORTH DAKOTA. WORKERS’ COMPENSATION 
BUREAU. Biennial report. 14th; 1989/91. Bismarck. 14 p. 
ill. 
Report period ends June 30. 
T1-626416 
Workers’ compensation--North Dakota 


11847 
OHIO. AGRICULTURAL RESEARCH AND 
DEVELOPMENT CENTER, Wooster, Annual report. 
1991. [Wooster] 34 p. ill. 

sn90-16624 
Agricultural extension work--Ohio 


11848 
OHIO. AGRICULTURAL RESEARCH AND 


income; cash receipts by livestock, 
crops, and government payments by five year intervals & 
yearly. 1990. Wooster. 23 p. ill. 

78-648450 
Farm income--statistics--Ohio 
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11849 
OHIO. ATTORNEY GENERAL'S OFFICE. Information 
for crime victims. [Columbus, 1991] 29 p. ill. 


Victims of crimes--handbooks, manuals, etc.--Ohio 


11850 
OHIO. BOARD ON UNRECLAIMED STRIP MINED 
LANDS. Biennial report. 1988-89. [Columbus] 16 p. ill. 
88-646291 


Strip mining--environmental aspects--Ohio 
Reclamation of land--Ohio 


11851 
OHIO. BUREAU OF WORKERS’ COMPENSATION. 
Ohio Bureau of Workers’ Compensation and Industrial 
Commission of Ohio annual report. 1990. [Columbus] 51 L 
87-642731 
Workers’ compensation--Ohio 
Industrial development--Ohio 


11852 


‘iad statistics. 1989- 
[Columbus] 2 v. annual. 
1989 issued under former name. 
87-656787 
Industrial accidents--statistics--Ohio 
Occupational diseases--statistics--Ohio 


11853 
OHIO. COURTS OF APPEALS. Reports of cases argued 
and determined in the Courts of Appeals of Ohio; 3d ser. 
Vol. 64; 1992. Reported by Walter S. Kobalka [with 
assistance from] William Marocco [and others] St. Paul, 
West Pub. Co. XXVIII, 676 p. 

Title on spine: Ohio official reports; Ohio appellate 

reports. 

15-4445 
Law reports, digests, etc.--Ohio 


11854 
OHIO. DEPT. OF AGING. Annual report. 1990. 
[Columbus] 35 p. ill. 
Has also a distinctive title: Designs for the future: 
working together for generations to come. 
85-644091 
Aged--care--Ohio 
Social work with the aged--Ohio 


11855 
OHIO. DEPT. OF EDUCATION. Division of Computer 
Costs per pupil in average 
daily membership in Ohio’s city, exempted village, local 
and joint vocational school districts. 57th; 1990/91. 
[Columbus] i, 125 p. ill. annual. 
Report year ends June 30. 
76-649682 
Education--costs--Ohio 


11856 
OHIO. DEPT. OF MENTAL HEALTH. P.L. 99-660 
implementation report. [Columbus] 1991. 5, vii, 261 p. + 
ill. 


92-621382 
Mental health services--Ohio 


11857 
OHIO. DEPT. OF NATURAL RESOURCES. Access 
Ohio outdoors. [Columbus, 1991] 13 p. ill. 


Physically handicapped--recreation--Ohio 


11858 
OHIO. DIVISION OF AVIATION. Ohio aeronautical 
chart. Columbus, c1991. col. map on sheet 87 x 79 cm. fold 
to 16 x 29 cm. 
Title when folded: 1991-1992 Ohio aeronautical chart. 


Aeronautical charts--Ohio 


11859 
OHIO. DIVISION OF GEOLOGICAL SURVEY. List of 
publications and open-file materials. Columbus, 1992. 
ii, 32 p. ill. 


State publications--Ohio 
Geology--bibliography--Ohio 


11860 
OHIO. DIVISION OF GEOLOGICAL SURVEY. Report 
on Ohio mineral industries with directories of reporting 
coal and industrial mineral operators. 1990. Compiled by 
Sherry L. Weisgarber. Columbus. viii, 142 p. ill. annual. 
84-644227 
Mines and mineral resources--Ohio 
Mineral industries--directories--Ohio 


11861 
OHIO. DIVISION OF SAVINGS AND LOAN 
ASSOCIATIONS. [Rule] 1301:2-1-...[effective January 17, 
1992. Columbus, n.d.] pieces. 


Savings and loan associations--Ohio 
Administrative agencies--rules and practice--Ohio 


11862 
OHIO. DIVISION OF WATER. Ground Water 
Resources Section. Ground water resources of Guernsey 
County, by Alfred C. Walker. Xiaoning Jiang, 
cartographer. Columbus, 1991. col. map on 
sheet 77 x 88 cm. 


Water, Underground--maps--Ohio--Guernsey County 
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11863 
OHIO. DIVISION OF WATER. Ground Water 
Resources Section, Ground water resources of Hocking 
County, by Alfred C. Walker. Xiaoning Jiang, 
cartographer. Columbus, 1991. col. map on 
sheet 67 x 92 cm. 


Water, Underground--maps--Ohio--Hocking County 


11864 
OHIO. DIVISION OF WATER. Ground Water 
Resources Section, Hydrologic atlas for Ohio; average 
annual precipitation, temperature, streamflow, and water 
loss for 50-year period, 1931-1980, by Leonard J. Harstine. 
[Columbus] 1991. iii, 13 p. ill. (Water inventory report 28) 
Issued in portfolio with 4 geological plates. 


Hydrology--atlases--Ohio 


11865 
OHIO. GENERAL ASSEMBLY. Roster of the members, 
officers, employees and list of standing committees of the 
Senate and House of Representative; General Assembly of 
Ohio. 119th; 1991-92. [Columbus] 115 p. ill. 

10-33063 
Legislative bodies--directories--Ohio 
Legislative bodies--committees--Ohio 


11866 
OHIO. GOVERNOR. State of the State address [by] 
Governor George V. Voinovich, January 14, 1992. 
[Columbus, 1992] 25 p. 

92-621383 
State governments--addresses, essays, lectures--Ohio 


11867 
OHIO. LAWS, STATUTES, ETC. Ohio dealers in 
precious metals act; Ohio revised code and rules relating 
to Dealers in precious metals act. [Columbus] Division of 
Consumer Finance [n.d.] 12 p. 


Precious metals--law and legislation--Ohio 


11868 
OHIO. LAWS, STATUTES, ETC. Ohio mortgage loan 
act; Ohio revised code and rules relating to Mortgage loan 
act. [Columbus] Division of Consumer Finance [1991] 
37 p. 


Mortgage loans--law and legislation--Ohio 


11869 
OHIO. LAWS, STATUTES, ETC. Ohio pawnbroker act; 
Ohio revised code and rules relating to pawnbroker loan 
act. [Columbus] Division of Consumer Finance [1991] 
15 p. 


Pawnbrokers--law and legislation--Ohio 
Secondhand trade--law and legislation--Ohio 


11870 
OHIO. LAWS, STATUTES, ETC. Ohio small loan act; 
Ohio revised code and rules relating to Small loan act. 
[Columbus] Division of Consumer Finance [1991] 39 p. 


11871 
OHIO. LEGAL RIGHTS SERVICE. Annual report. 
1989/90. [Columbus] 26 p. 
Report year ends July 1. 


Legal aid--Ohio 


11872 
OHIO. OFFICE OF THE CONSUMERS’ COUNSEL. 
Annual report. 1991. [Columbus] i, 30 p. ill. 

88-652217 


Public utilities--rates--Ohio 


11873 
OHIO. OFFICE OF THE GOVERNOR. Annual 
report on education. 1st; Sept. 30, 1991. [Columbus] 36 p. 
Has also a distinctive title: Creating opportunities for 
success. 


Education--Ohio 


11874 
OHIO. PUBLIC UTILITIES COMMISSION. Forecasting 
Division, Ohio electricity statistics. 1991. Editor in chief: 
Galip Feyzioglu. Editors: David L. Wang [and] Mi S. Lim. 
[Columbus] xx, 343 p. ill. annual. 

91-649817 
Electric utilities--statistics--Ohio 
Electric utilities--forecasting--Ohio 


11875 
OHIO. PUBLIC UTILITIES COMMISSION. Forecasting 
Dwision, Technical appendix to Ohio long term forecast of 
energy requirements. 1990-2010. Editor in chief: Galip 
Feyzioglu. Editor: Hisham M. Choueiki. Columbus. 
xix, 551 p. ill. annual. 

91-650885 
Energy consumption--forecasting--Ohio 
Power resources--forecasting--Ohio 


11876 

OHIO. SUPREME COURT. Reports of cases argued and 
determined in the Supreme Court of Ohio; 3d ser. Vol. 62; 
1992. Reported by Walter S. Kobalka [with assistance 
from] William Marocco [and others] St. Paul, West Pub. 
Co. CLXXIII, 550, 1201-1232, 1401-1510, 49 p. ill. 

Title on spine: Ohio official reports; Ohio State 
reports. 


92-649540 
Law reports, digests, etc.--Ohio 


Loans--law and legislation--Ohio 
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11877 
OHIO. TAX ANALYSIS AND LOCAL GOVERNMENT 
DISTRIBUTIONS DIVISION. School district income tax 
distributions, fiscal year 1991. Columbus, 1991. 3 1. ill. 
(Table SD-2, no. 74) 
Tax data series. 


School districts--finance--Ohio 


11878 
OHIO. TAX ANALYSIS AND LOCAL GOVERNMENT 
DISTRIBUTIONS DIVISION. State and local government 
funds; amounts distributed to counties and municipalities. 
1991. Columbus. 2, 10 L. ill. (Table LG 1 & 2, no. 75 & 76) 
Tax data series. 


Local finance--Ohio 
Revenue sharing--Ohio 


sn90-32011 


11879 
OHIO. TAX ANALYSIS AND LOCAL GOVERNMENT 
DISTRIBUTIONS DIVISION. State and local government 
revenue assistance funds; amount distributed to counties. 
1991. Columbus. 2 1. ill. (Table LG-6, no. 78) 
Tax data series. 


Local finance--Ohio 
Revenue sharing--Ohio 


11880 
OHIO. TREASURER OF STATE. Annual report. 
1989/90. [Columbus] 25 p. ill. 
Report year ends June 30. 
10-14941 
Finance, Public--Ohio 


OKLAHOMA 


11881 

OKLAHOMA. AGRICULTURAL EXPERIMENT 
STATION, Stillwater, Proceedings: 2nd Grazing Livestock 
Nutrition Conference [held] August 2 and 3, 1991, 
Steamboat Springs, Colorado. [Stillwater, 1991?] 212 p. ill. 
(MP-133) 

$12.50, check made payable to Grazing Livestock 
Nutrition Conference, available from: Grazing Livestock 
Nutrition Conference Pr i c/o Dr. Ted 
McCollum, 208A Animal Science Bldg., Oklahoma State 
University, Stillwater, OK 74078-0425. 


Livestock--nutrition--congresses 
Grazing Livestock Nutrition Conference (Colorado) 


11882 
OKLAHOMA. ATTORNEY GENERAL. Opinions of 
Attorney General. Vol. 22; 1990. Thomas L. Spencer, 
editor. Cathy Margerum, assistant editor. [Oklahoma City] 


x, 229 p. 
75-645193 
Attorneys general’s opinions--Oklahoma 


11883 
OKLAHOMA. BUSINESS DEVELOPMENT DIVISION. 
Mayor’s Conference for Tulsa Business Women [held] 
March 17, 1992. [Oklahoma City, n.d.] 25 p. 


New business enterprises--Oklahoma 


11884 
OKLAHOMA. DEPT. OF COMMERCE. 1990 census 
tracts for... Oklahoma. [Oklahoma City, n.d.] pieces. ill. 
Each piece covers 1 county. 


Census--maps--Oklahoma 


11885 
OKLAHOMA. DEPT. OF COMMERCE. Oklahoma 
Rural Development Summit; report to the Governor - 
1991. [Oklahoma City, 1991] xiii, 124 p. ill. 

92-621365 


Rural development--Oklahoma 


11886 
OKLAHOMA. DEPT. OF COMMERCE. Research and 
Planning Division. Community data. [Oklahoma City, 1992] 
pieces. ill. 
Each piece covers a different city. 
89-621426 
Industrial promotion--Oklahoma 
Economic history--Oklahoma 
Cities and towns--Oklahoma 


11887 
OKLAHOMA. DEPT. OF COMMERCE. Research and 
Planning Division, Research and Planning Division 
directory. [Oklahoma City] 1992. 16 p. ill. 


Commerce--Oklahoma 
Administrative agencies--Oklahoma 
State officials and employees--directories--Oklahoma 


11888 
OKLAHOMA. DEFT. OF SERVICES. 


rights training [Oklahoma City, 24 p. ill. 
(Dept. of Human Services. DHS pub 92-01) 


Developmentally disabled--Oklahoma 
11889 
OKLAHOMA. DEPT. OF HUMAN SERVICES. Division 
Licensed day care centers. [Oklahoma 
City, 1991] various pagings. 


Day care centers--directories--Oklahoma 
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11890 
OKLAHOMA. DEPT. OF LIBRARIES. Legislative 
Reference Division, Oklahoma State agencies, boards, 
commissions, courts, institutions, Legislature and officers; 
suppl. Sept. 1, 1991/Feb. 1, 1992. Oklahoma City. [13] p. 
53-29616 
State officials and employees--directories--Oklahoma 
State governments--Oklahoma 


11891 
OKLAHOMA. DEPT. OF LIBRARIES. Office of 
Archives and Records. Records management manual for 
Oklahoma State agencies. [Oklahoma City] 1992. 
iii, 54, A 22, C 11, D 3, E 12 p. ill. 


Public records--Oklahoma 
Records--management--Oklahoma 


11892 
OKLAHOMA. DEPT. OF POLLUTION CONTROL. 
Oklahoma’s 1990 water quality assessment report; 
prepared pursuant to Section 305(b) of the Federal clean 
water act. Prepared for the State Pollution Control 
Coordinating Board. [Oklahoma City, n.d.] 57 p. ill. 
92-621366 
Water quality--Oklahoma 


11893 
OKLAHOMA. DEPT. OF VOCATIONAL AND 
TECHNICAL EDUCATION. The leadership development 
training program for managers and supervisors; skill unit 
descriptions. [Stillwater, n.d. 3} p. ill. 
On cover: Frontline leadership. 


Leadership 


11894 
OKLAHOMA. DEPT. OF VOCATIONAL AND 
TECHNICAL EDUCATION. Technology education; a 
description and listing of programs in Oklahoma, 1991-92. 
[Stillwater, n.d.] 14 p. ill. 


Technical education--Oklahoma 


11895 
OKLAHOMA. DIVISION OF COMMUNITY AFFAIRS 
AND DEVELOPMENT. State of Oklahoma 1992 State 
plan submitted to U.S. Department of Energy, 
ization assistance program for low-income persons. 
Oklahoma City [1992] 73 p. ill. 


Poor--energy assistance--planning--Oklahoma 


11896 
OKLAHOMA. DIVISION OF COMMUNITY AFFAIRS 
AND DEVELOPMENT. Economic Development 
Community development block grant 
economic development financing; guidelines and 
application, fiscal year 1991. Oklahoma City [n.d.] 63 p. 


Community development--Oklahoma 

Economic development--Oklahoma 

Block grants--Oklahoma 

Federal aid to community development--Oklahoma 


11897 
OKLAHOMA. FILM OFFICE. Annual report. 1991. 
Oklahoma City. 10 p. ill. 

87-644094 
Motion picture industry--Oklahoma 


11898 
OKLAHOMA. GEOLOGICAL SURVEY. Recent 
Advances in Middle Carboniferous Biostratigraphy - a 
symposium; proceedings of a symposium held March 5, 
1990... Stillwater, Oklahoma. Editors: Patrick K. 
Sutherland [and] Walter L. Manger. Norman, 1992. 
iii, 181 p. ill. (Circular 94) 

92-621367 
Geology, Stratigraphic--Carboniferous--congresses 


11899 
OKLAHOMA. LAWS, STATUTES, ETC. Oklahoma 
session laws. 43d Legislature, 1st extraordinary session and 
1st regular session, 1991. St. Paul, West Pub. Co. 2 v. 


76-384046 
Law--Oklahoma 


11900 
LEGISLATURE. House of 
( ation. Report on the 
por or ag and quality of regents and trustees for State 
higher education governing boards, State of Oklahoma. 
[Oklahoma City] 1992. 26, 3, 7, 4, 6 1. ill. 
92-621368 


College trustees--selection and appointment--Oklahoma 


11901 
OKLAHOMA. LEGISLATURE. Joint Legislative 


of the "SJR 16 1992. 
81, 2 p. 
92-621369 
Administrative agencies--Oklahoma 
Developmentally disabled--services for--Oklahoma 


1197 
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11902 
OKLAHOMA. OKLAHOMA FUTURES. Oklahoma’s 
strategic economic development plan, 1988-1993; 1991 
update. [Oklahoma City, n.d.] vii, 42 p. ill. 

92-621370 
Economic development--planning--Oklahoma 


11903 
OKLAHOMA. OKLAHOMA MEDICAL CENTER, 
Oklahoma Medical Center telephone 
directory, 1992. [Oklahoma City, n.d.] 56 p. 


Medical centers--directories--Oklahoma--Oklahoma City 
Telephone--directories--Oklahoma--Oklahoma City 


11904 
OKLAHOMA. PLANT INDUSTRY DIVISION. Hybrid 
sorghum (grain varieties) eligibile [sic] for special permit 
in Oklahoma in 1992 (based on entry in 1991, or prior, 
performance test) Oklahoma City, 1992. 8 p. 


Hybrid sorghum--Oklahoma 


11905 
OKLAHOMA. STATE DEPT. OF AGRICULTURE. 


Oklahoma county statistics; crops 1990, livestock 
January 1, 1991. Compiled by Oklahoma Agricultural 
Statistics Service. Oklahoma City [19917] 90 p. 

92-621371 
Agriculture--statistics--Oklahoma 


11906 
OKLAHOMA. STATE DEPT. OF AGRICULTURE. 
Oklahoma Department of Agriculture FY 92 affirmative 
action plan, as submitted by Garland L. Morgan... to 
Gary L. Sherrer, commissioner, the Oklahoma State Board 
of Agriculture [and] the Oklahoma Office of Personnel 
Management. [Oklahoma City] 1991. 52 1. + 


Affirmative action programs--Oklahoma 
State officials and employees--statistics--Oklahoma 


11907 
OKLAHOMA. STATE DEPT. OF EDUCATION. 
Learner outcomes; Oklahoma State competencies, grade 
five. [Oklahoma City, 1992] xi, 98 p. 


Education--aims and objectives--Oklahoma 

11908 
OKLAHOMA. STATE DEPT. OF EDUCATION. 
Learner outcomes; Oklahoma State competencies, grade 
four. [Oklahoma City, 1992] xi, 98 p. 


Education--aims and objectives--Oklahoma 


11909 
OKLAHOMA. STATE DEPT. OF EDUCATION. 
Learner outcomes; Oklahoma State competencies, grade 
one. [Oklahoma City, 1992] xi, 90 p. 


Education--aims and objectives--Oklahoma 


11910 
OKLAHOMA. STATE DEPT. OF EDUCATION. 
Learner outcomes; Oklahoma State competencies, grade 
three. [Oklahoma City, 1992] xi, 96 p. 


Education--aims and objectives--Oklahoma 


11911 
OKLAHOMA. STATE DEPT. OF EDUCATION. 
Learner outcomes; Oklahoma State competencies, grade 
two. [Oklahoma City, 1992] xi, 90 p. 


Education--aims and objectives--Oklahoma 


11912 
OKLAHOMA. STATE DEPT. OF EDUCATION. 
Learner outcomes; Oklahoma State competencies, grades 
six-twelve. [Oklahoma City, 1992] xi, 337 p. 


Education--aims and objectives--Oklahoma 


11913 
OKLAHOMA. STATE DEPT. OF EDUCATION. Office 
of Accountability, Dropout report, State of Oklahoma. 
1990/91. Prepared in cooperation with Data/Research 
Services [and] Education Oversight Board. [Oklahoma 
City] i, 19 p. ill. 

84-643733 
Dropouts--statistics--Oklahoma 


11914 
OKLAHOMA. [STATE ELECTION BOARD] Canadian 
County House of Representatives districts (based on 1990 
census) [Oklahoma City, n.d. 1] 1. ill. 


Election districts--maps--Oklahoma 


11915 
OKLAHOMA. [STATE ELECTION BOARD] Cleveland 
County House of Representatives districts (based on 1990 
census) [Oklahoma City, n.d. 1] 1. ill. 


Election districts--maps--Oklahoma 

11916 
OKLAHOMA. [STATE ELECTION BOARD] Comanche 
County House of Representatives districts (based on 1990 
census) [Oklahoma City, n.d. 1] 1. ill. 


Election districts--maps--Oklahoma 
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11917 
OKLAHOMA. [STATE ELECTION BOARD] Oklahoma 
congressional districts (based on 1990 census) [Oklahoma 
City, n.d. 2] p. ill. 


Election districts--maps--Oklahoma 


11918 
OKLAHOMA. [STATE ELECTION BOARD] Oklahoma 
County House districts (based on 1990 census) [Oklahoma 
City, n.d. 1] 1. ill. 


Election districts--maps--Oklahoma 


11919 
OKLAHOMA. [STATE ELECTION BOARD] Oklahoma 
County Senate districts (based on 1990 census) [Oklahoma 
City, n.d. 1] 1. ill. 


Election districts--maps--Oklahoma 


11920 
OKLAHOMA. [STATE ELECTION BOARD] Oklahoma 
House of Representatives districts (based on 1990 census) 
[Oklahoma City, n.d. 1] 1. ill. 


Election districts--maps--Oklahoma 


11921 
OKLAHOMA. [STATE ELECTION BOARD] Oklahoma 
Senate districts (based on 1990 census) [Oklahoma City, 
n.d. 1] 1. ill. 


Election districts--maps--Oklahoma 


11922 
OKLAHOMA. [STATE ELECTION BOARD] Rogers 
County House of Representatives districts (based on 1990 
census) [Oklahoma City, n.d. 1] 1. ill. 


Election districts--maps--Oklahoma 


11923 
OKLAHOMA. [STATE ELECTION BOARD] Tulsa 
County House districts (based on 1990 census) [Oklahoma 
City, n.d. 1] 1. ill. 


Election districts--maps--Oklahoma 

11924 
OKLAHOMA. [STATE ELECTION BOARD] Tulsa 
County Senate districts (based on 1990 census) [Oklahoma 
City, n.d. 1) 1. ill. 


Election districts--maps--Oklahoma 


11925 
OREGON. ARTS COMMISSION. Program guide. 
1992/93. [Salem] 64 p. ill. 
Report year ends June 30. 


Cultural policy--Oregon 


11926 
OREGON. DEPT. OF CORRECTIONS. Annual report. 
1990/91. [Salem] 46 p. ill. 
Report year ends June 30. 


Corrections--Oregon 


11927 
OREGON. DEPT. OF EDUCATION. Personal finance 
resource guide. Salem, 1991. iii, 73 p 
Additional copies $4.00; outils from publications 
sales clerk. 


Finance, Personal--study and teaching--bibliography 


11928 
OREGON. DEPT. OF ENVIRONMENTAL QUALITY. 
Study information; underground storage tank certification 
and licensing exam, cathodic protection testing. Portland, 
1992. various pagings. ill. 

92-621372 
Petroleum--underground storage--study and teaching-- 
Oregon 


11929 


4 
Evaluation Effects a Lost Crook Dam on 
salmon in the Rogue River. Phase II completion report [by 
Thomas Satterthwaite] Portland, 1989. iii, 58 p. ill. 
On cover: November 1991. 
Issued in cooperation with the U.S. Army Corps of 
Engineers, Portland District. 


Coho salmon--Oregon--Rogue River 


11930 


Exalnstion Project Effects of Lost ‘Creek Den on the 
distribution and time of chinook salmon spawning in the 
Rogue River upstream of Gold Ray Dam [by Thomas 
Satterthwaite] Portland, 1990. ii, 40 p. ill. 

On cover: May 1991. 

Issued in cooperation with the U.S. Army Corps of 
Engineers, Portland District. 


Chinook salmon--Oregon--Rogue River 
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11931 
OREGON. 


Evaluation Project, Effects of Lost Creek | oo on winter 
steelhead in the Rogue River. Phase II completion report 
[by Thomas Satterthwaite] Portland, 1990. iti, 82 p. ill. 

Issued in cooperation with the U.S. Army Corps of 
Engineers, Portland District. 


Steelhead (Fish)--Oregon--Rogue River 


11932 
OREGON. DEPT. OF FORESTRY. Goals, objectives, 
and issues. 1991/93. [Salem] 31 p. ill. biennial. 


Forest management--Oregon 


11933 
OREGON. DEPT. OF FORESTRY. Oregon Department 
of Forestry fiscal financial report for the fiscal year ended 
June 30, 1991, prepared by Donalee Muir [and others. 
Salem, 1991?] 35 1. 

Cover title: 1991 fiscal financial report. 

92-621373 

Forest management--finance--Oregon 


11934 
DEFT. OF AND FINANCE. 


administrative rules, Chapter 437) Division 89; cranes, 
effective April 15, 1974 (as amended through October 1, 
1991) Salem [19917] v, 111 p. ill. 


Administrative agencies--rules and practice--Oregon 
Industrial safety--Oregon 
Occupational diseases--Oregon 


11935 
OREGON. DEPT. OF INSURANCE AND FINANCE. 
Research and Analysis Section. disabling claims 
and inspections, calendar years 1986 through 1990 [by] 
Kathy Thomas [and others] Salem, 1992. ii, 50 p. 
92-621374 
Lumber trade--accidents--statistics--Oregon 
Logging--accidents--statistics--Oregon 
Workers’ compensation--statistics--Oregon 


11936 
OREGON. DEPT. OF INSURANCE AND FINANCE. 
Research and Analysis Section. Oregon Department of 
Insurance and Finance, Occupational Safety and Health 
Division statistical report, Federal fiscal year 1990. Salem, 
1992. i, 27 p. ill. 

Cover title: Occupational Safety and Health Division 

statistical report... 

92-621375 
Industrial safety--statistics--Oregon 
Occupational diseases--statistics--Oregon 


11937 
OREGON. DEPT. OF TRANSPORTATION. Bikeway 
Program. Oregon bicycling guide. [Salem, 1992] folder. ill. 


Cycling--Oregon 


11938 
OREGON. DEPT. OF TRANSPORTATION. 
Program. Oregon coast bike route. [Salem] 1991. folder. 
ill. 


Cycling--Oregon 


11939 
OREGON. EASTERN OREGON STATE COLLEGE, 
Oregon alcohol and drug prevention education 
(ADAPE) infused lesson guide, K-12 [by] Dan Mielke 
[and] Peggy Holstedt. [La Grande] 1992. xv, 762 p. ill. 
Issued in cooperation with the State Dept. of 
Education. 


Alcoholism--prevention--study and teaching 
Drug abuse--prevention--study and teaching 


11940 
OREGON. ELECTIONS DIVISION. Summary report of 
campaign contributions and expenditures; general election. 
1990. Salem. vi, 314 p. biennial. 

67-65253 
Campaign funds--Oregon 


11941 
OREGON. EMPLOYMENT DIVISION. Research and 
Oregon wage information; a compilation 
of wage data for 350 occupations common to Oregon. 
1991. [By Dwayne Stevenson with assistance from David 
Yamaka. Salem] 26 p. ill. annual. 
85-646183 


Wages--Oregon 


11942 
OREGON. EXECUTIVE DEPT. Information Systems 
sion, F g_and Review Secti Information 
resource management; enabling the transition.; 1993-95 
IRM planning instructions. [Salem, 1992} 17 p. + 


Administrative agencies--automation--Oregon 


11943 
OREGON. HIGHWAY DIVISION. 18ist Avenue to 
Sandy River, Columbia River Highway (I-84) Multnomah 
County; final environmental impact statement. [Salem, 
1992] xii, 145 p. ill. 
Issued in cooperation with the Federal Highway 
Administration and U.S. Army Corps of Engineers. 


Roads--design and construction--environmental aspects-- 
Oregon--Multnomah County 
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11944 
OREGON. LAWS, STATUTES, ETC. Oregon laws and 
resolutions enacted and adopted by the Legislative 
, regular session, 1991. 


80-642252 


11945 
OREGON. MENTAL HEALTH AND 
DEVELOPMENTAL DISABILITY SERVICES 
DIVISION. Handbook on confidentiality. Rev. by 
Thomas O. Stern. [Salem] 1992. vii, 51 p. + 


Medical records--access control--Oregon 
Confidential communications--Oregon 
Mental health services--Oregon 


11946 
OREGON. MOTOR VEHICLES DIVISION. Oregon 
traffic accident summary. 1989. [Salem] unpaged. 
80-648815 


Traffic accidents--statistics--Oregon 


11947 
OREGON. MOTOR VEHICLES DIVISION. Statistical 
summary 1990. [Salem, n.d.] 49 p. ill. 
92-621376 
Motor vehicles--statistics--Oregon 
Automobile drivers--statistics--Oregon 


11948 
OREGON. OFFICE OF EPIDEMIOLOGY AND 
HEALTH STATISTICS. Tobacco and Oregonians: a 
legacy of illness and death [by David Hopkins] Portland, 
1992. various pagings. ill. 

92-621377 
Tobacco--physiological effect--statistics--Oregon 
Smoking--health aspects--statistics--Oregon 


11949 
OREGON. OREGON STATE LOTTERY. Distribution 
of lottery profits for economic development; 1985-87 
biennium, 1987-89 biennium, 1989-91 biennium, second 
quarter, 1991-93 biennium (through December 31, 1991) 
[Salem, 19917] xiv, 187 p. 


Lotteries--Oregon 
Economic development--Oregon 


11950 
OREGON. OREGON STATE UNIVERSITY, Corvallis, 
Dept. of Anthropology. The Indians of southwestern 
Oregon: an ethnohistorical review, by Jeff LaLande. 
ms 1991. vi, 66 p. ill. (Anthropology Northwest 6) 
12.00. 


92-621378 
Indians of North America--social life and customs--Oregon 


11951 
OREGON. OREGON STATE UNIVERSITY, Corvallis, 
Dept. of Anthropology, Planning for tourists: contributions 
of museums. Edited by Roberta Hall. Corvallis, 1992. 
x, 112 p. ill. (Anthropology Northwest 7) 
Includes: Museums and tourism on the Oregon coast, 
by Marilen A. Pool and Visitor behavior at the Mark O. 
Hatfield Marine Science Center Aquarium, by Susan 
Gaughan Tissot. 
$14.00. 
92-621379 
Tourist trade--economic aspects--Oregon 
Museums--economic aspects--Oregon 


11952 
OREGON. OREGON STATE UNIVERSITY, Corvallis, 
Oregon Sea Grant directory 
of projects for 1991-1993 [by Sandy Ridlington and Joe 
Cone. 


. Corvallis, n.d.] 36 p. ill. (ORESU-D-91-001) 
Marine resources--research--directories--Oregon 


11953 
OREGON. PUBLIC UTILITY COMMISSION. Economic 
Regulation Division, Motor carrier statistics. 1990. By Jim 
Brock. Salem. 70 p. ill. 
7T3-646799 
Transportation, Automotive--statistics--Oregon 


11954 
OREGON. RACING COMMISSION. Annual report. 
58th; 1990/91. [Portland] 33 p. ill. 
Report year ends June 30. 


51-22543 
Racing--Oregon 


11955 
OREGON. SECRETARY OF STATE. District map, 
State representative, Clackamas County. [Salem] 1992. col. 
map on sheet 43 x 56 cm. 
Title on verso: District map, State representatives, tri- 
county area. 


Election districts--maps--Oregon 


11956 
OREGON. SECRETARY OF STATE. District map, 
State representative, Multnomah County. [Salem] 1992. 
col. map on sheet 43 x 56 cm. 
Title on verso: District map, State representatives, tri- 
county area. 


Election districts--maps--Oregon 


1201 

[Salem] 2 v. 

Law--Oregon 
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11957 
OREGON. SECRETARY OF STATE. District map, 
State representative, Washington County. [Salem] 1992. 
col. map on sheet 43 x 56 cm. 
Title on verso: District map, State representatives, tri- 
county area. 


Election districts--maps--Oregon 


11958 
OREGON. SECRETARY OF STATE. Eugene- 
Springfield area; district map. [Salem] 1992. col. map on 
sheet 56 x 43 cm. 


Election districts--maps--Oregon 


11959 
OREGON. SECRETARY OF STATE. Mid-Valley & 
House district 4; district map. [Salem] 1992. col. map on 
sheet 43 x 56 cm. 


Election districts--maps--Oregon 


11960 
OREGON. SECRETARY OF STATE. Report on audit 
of combined, combining and individual fund financial 
statements (containing recommendations to management) 
for the biennium ended June 30, 1991. [Portland] Coopers 
& Lybrand [1991] 35 1. 


Auditing--Oregon 


11961 
OREGON. [SECRETARY OF STATE] Salem-Keizer 
area; district map. [Salem, n.d] col. map on sheet 
56 x 43 cm. 


Election districts--maps--Oregon 


11962 
OREGON. SECRETARY OF STATE. 
Audit report; State of Oregon, Department of Veterans’ 
Affairs, Salem, Oregon, June 30, 1991. [Salem, 1992] 
i, 41 p. 


Auditing--Oregon 


11963 
OREGON. SECRETARY OF STATE. Division of Audits, 
Audit report; State of Oregon, Oregon State Lottery 
Commission, Salem, Oregon. 1990/91. [Salem] i, 26 p. 
Report year ends June 30. 


Auditing--Oregon 


11964 

OREGON. SECRETARY OF STATE. 
Audit report; State of Oregon, Public Employes’ 
Retirement System, Portland, Oregon, June 30, 1991. 
[Salem, 1992] i, ii, 58 p. ill. 

Report consists of Public Employes’ Retirement 
System’s Component unit financial report for the fiscal 
year ended June 30, 1991. 


92-621380 
Auditing--Oregon 


11965 
OREGON. SECRETARY OF STATE. Division of Audits, 
Opportunity to generate additional revenue for the State 
Highway Fund by identifying and selling surplus property. 
[Salem] 1992. viii, 29 p. ill. 


Auditing--Oregon 


11966 
OREGON. SECRETARY OF STATE. Division of Audits, 
Potential audit issues: facility planning and funding 
deferred maintenance construction management. [Salem] 
1992. vi, 11 p. 


Auditing--Oregon 


11967 
OREGON. SECRETARY OF STATE. 
A review of the process leading to the construction of the 
Archives Building. [Salem] 1992. viii, 45 p. 


Auditing--Oregon 


11968 

OREGON. STATE BAR. 
Documentation of real estate transactions. 

[Lake Oswego] 1992. various pagings. ill. 

91-52943 
Real estate business--laws and legislation--Oregon 
Leases--Oregon 
Vendors and purchasers--Oregon 


11969 
OREGON. STATE BAR. Committee on Continuing Legal 
Education, Fundamentals of real estate transactions. [Lake 
Oswego] 1992. various pagings. 

91-52614 
Conveyancing--Oregon 
Real property--Oregon 
Vendors and purchasers--Oregon 


11970 
OREGON. STATE DEPT. OF AGRICULTURE. 
Commodity Inspection Division, Oregon Federal-State 
shipping point inspection, fresh fruits and vegetables. 
1990/91. Selous [16] 1. ill. annual. 
Report year ends June 30. 


Farm produce--Oregon 
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11971 
OREGON. STATE LIBRARY, 
Development Services. Directory and statistics of Oregon 
libraries. 1990/91. Compiled by Jim Scheppke, Mary 
Ginnane, and Valerie Vogt. Salem. 154 p. ill. 

Report year ends June 30. 

78-645032 
Libraries--directories--Oregon 
Libraries--statistics--Oregon 


11972 
OREGON. STATE MARINE BOARD. Boating synopsis; 
local boat operation rules, selected State-wide laws and 
rules, new personal watercraft rules. 1992. [Salem] 43 p. 


Boats and boating--Oregon 


11973 
OREGON. TEACHER STANDARDS AND 
PRACTICES. Licensure assignment handbook to promote 
proper assignments of licensed staff in Oregon school 
districts. Rev. by Janet J. Madland. 1992 ed. Salem [n.d.] 
ii, 30 p. 


Teachers--certification--Oregon 


11974 
OREGON. WATER RESOURCES DEPT. Sandy Basin 
report. Salem, 1991. iii, 74 p. ill. 

92-621381 
Water resources development--Oregon--Sandy Basin 


11975 
OREGON. WORKERS’ COMPENSATION DIVISION. 
Oregon reemployment assistance reserve; preferred worker 
program & return-to-work incentives. [Salem, n.d.] folder. 
ill. 


Occupational retraining--Oregon 
Workers’ compensation--Oregon 


PENNSYLVANIA 


11976 
PENNSYLVANIA. BUREAU OF PUBLIC 
TRANSPORTATION. Pa_ intercity bus operating 
assistance program, statistical report, fiscal years 1988-89 
and 1989-90. [Harrisburg] 1991. i, 18 p. ill. 


Local transit--statistics--Pennsylvania 


11977 
PENNSYLVANIA. BUREAU OF PUBLIC 
TRANSPORTATION. Pennsylvania intercity rail 
passenger program, statistical report, fiscal years 1988-89 
and 1989-90. [Harrisburg] 1991. i, 18 p. ill. 


Railroads--passenger traffic--statistics--Pennsylvania 


11978 
PENNSYLVANIA. BUREAU OF RADIATION 
PROTECTION. Annual report of environmental radiation 
in Pennsylvania. 1990. Prepared by Margaret A. Reilly and 
Barbara S. Conrad. [Harrisburg] 101 p. iri 

82-644766 
Radiation--measurements--Pennsylvania 


11979 
PENNSYLVANIA. DEPT. OF ENVIRONMENTAL 
RESOURCES. Environmental 
initiatives. [Harrisburg, 1991?] folder. ill. 


Environmental protection--Pennsylvania 


11980 
PENNSYLVANIA. DEPT. OF HEALTH. How to control 
your high blood pressure. [Harrisburg, n.d. 10] p. ill. 


Hypertension 


11981 
PENNSYLVANIA. DEPT. OF HEALTH. Parent’s guide 
to childhood immunization. [Harrisburg, n.d.] 8 p. ill. 


Immunization of children 


11982 
PENNSYLVANIA. DEPT. OF REVENUE. 
tax compendium. 1990/91. [Harrisburg] 2 v. 
Includes Statistical supplement. 
84-642590 


Taxation, State--Pennsylvania 
Revenue--Pennsylvania 


11983 
PENNSYLVANIA. EMERGENCY MANAGEMENT 
AGENCY. The Pe: Emergency Management 
Agency. [Harrisburg, n.d.] folder. 


Disaster relief--Pennsylvania 
Assistance in emergencies--Pennsylvania 


11984 
PENNSYLVANIA. GENERAL ASSEMBLY. Joint State 
Government Commission, Instructional output and faculty 
salary costs of the State-related and State-owned 
universities. 19th; 1990/91. Harrisburg. vii, 49 p. ill. annual. 
84-647447 


Degrees, Academic--statistics--Pennsylvania 
College attendance--statistics--Pennsylvania 
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11985 
PENNSYLVANIA. ASSEMBLY. State 


ns BS vanians, A Persien Gulf 
veterans’ toe [Harrisburg] 1992. 
vii, 58 p. 
92-621393 
Bounties, Military--Pennsylvania 
Veterans--Pennsylvania 


11986 
PENNSYLVANIA. LIQUOR CONTROL BOARD. 
Retail and distributor malt beverage licenses, district no. 2. 
1992/93. Harrisburg. 38 p. ill. 
Report year ends Jan. 31. 
81-643763 
License system--directories--Pennsylvania 


11987 
PENNSYLVANIA. LIQUOR CONTROL BOARD. 
Retail liquor licenses, district no. 2. 1992/93. Harrisburg. 
177 p. ill. 
Report year ends Jan. 31. 
81-643078 
License system--directories--Pennsylvania 


11988 
OFFICE OF ADMINISTRATION. 


Division, Governor’s "work force report. 1992. 
[Harrisburg] 48 p. ill. 
81-642870 
Labor supply--statistics--Pennsylvania 
State officials and employees--statistics--Pennsylvania 


11989 
PENNSYLVANIA. OFFICE OF THE AUDITOR 
GENERAL. Commonwealth of Pennsylvania, Department 
of Community Affairs, Harrisburg, Pennsylvania; audit 
report for the years ended June 30, 1990 and 1989. 
(Harrisburg, 1992] iv, 19 1. 


Auditing--Pennsylvania 


11990 
PENNSYLVANIA. OFFICE OF THE AUDITOR 
GENERAL. Commonwealth of Pennsylvania, Department 
of Environmental Resources, Harrisburg, Penns 
audit report for the years ended June 30, 1990 and 1989. 
[Harrisburg, 1992] iii, 39 1. 


Auditing--Pennsylvania 


11991 
OFFICE OF AUDITOR 
Munk 


Audits, Management for 
relief associations. 1992 ed. Harrisburg [n.d.] ii, 42 p. ill. 


Fire fighters--Pennsylvania 


11992 
PENNSYLVANIA. OFFICE OF THE AUDITOR 


Audits. Municipal pension for boroughs, 
towns, and townships. 1992 ed. Harrisburg [n.d.] 98 p. ill. 


Municipal officials and employees--pensions--handbooks, 
manuals, etc.--Pe: 


11993 
PENNSYLVANIA. OFFICE OF THE BUDGET. Agency 
operated advancement accounts. [Harrisburg, 1991] various 
pagings. ill. 


Government purchasing--Pennsylvania 
Government paperwork--Pennsylvania 


11994 
PENNSYLVANIA. OFFICE OF THE BUDGET. 
Comptroller Operations. Comprehensive annual financial 
report. 6th; 1990/91. [Harrisburg] xxii, 122 p. ill. 
90-660073 


Finance, Public--Pennsylvania 


11995 
PENNSYLVANIA. PENNSYLVANIA HEALTH CARE 
COST CONTAINMENT COUNCIL. Hospital 
effectiveness report; charge and treatment effectiveness 
information from hospitals in east central - region 7. 1990. 
[Harrisburg] iii, 104 p. ill. annual. 
On cover: HE7-90-v. 3. 

sn91-37561 

Hospitals--rates--Pe: i 
Medical care, Cost of--Pennsylvania 


11996 
PENNSYLVANIA. PENNSYLVANIA HEALTH CARE 
COST CONTAINMENT COUNCIL. Hospital 
effectiveness report; charge and treatment effectiveness 
information from hospitals in north central - region 4. 
1990. [Harrisburg] iii, 104 p. ill. annual. 

On cover: HE4-90-v. 3. 

sn91-37557 
Hospitals--rates--Pennsylvania 
Medical care, Cost of--Pennsylvania 


11997 
PENNSYLVANIA. PENNSYLVANIA HEALTH CARE 
COST CONTAINMENT COUNCIL. Hospital 
effectiveness report; charge and treatment effectiveness 
information from hospitals in Philadelphia County - region 
9. 1990. [Harrisburg] iii, 159 p. ill. annual. 

On cover: HE9-90-v. 3. 

sn91-37564 
Hospitals--rates--Pennsylvania 
Medical care, Cost of--Pennsylvania 
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11998 
PENNSYLVANIA. PENNSYLVANIA HEALTH CARE 
COST CONTAINMENT COUNCIL. Hospital 
effectiveness report; charge and treatment effectiveness 
information from hospitals in southeastern - region 8. 
1990. [Harrisburg] iv, 160 p. ill. annual. 

On cover: HE8-90-v. 3. 

sn91-37562 
Hospitals--rates--Pennsylvania 
Medical care, Cost of--Pennsylvania 


11999 
PENNSYLVANIA. PENNSYLVANIA HEALTH CARE 
COST CONTAINMENT COUNCIL. Hospital 
effectiveness report; charge and treatment effectiveness 
information from hospitals in southwestern - region 1. 
1990. [Harrisburg] iv, 165 p. ill. annual. 

On cover: HE1-90-v. 3. 

sn91-37554 
Hospitals--rates--Pennsylvania 
Medical care, Cost of--Pennsylvania 


12000 
PENNSYLVANIA. PENNSYLVANIA HERITAGE 
AFFAIRS COMMISSION. Executive report of activities, 
January-December 1991. [Harrisburg, 1991?] 22 p. 
92-621394 
Folklore--Pennsylvania 


12001 
PENNSYLVANIA. PUBLIC UTILITY COMMISSION. 
Bureau of Consumer Services. Telephone handbook for 
consumers. [Rev. Harrisburg, 1991] 28 p. ill. 
Issued in cooperation with the Penn State University, 
Consumer Services Information Systems Project. 


Telephone--Pennsylvania 
Consumer protection--Pennsylvania 


12002 
PENNSYLVANIA. STATE HEALTH DATA CENTER. 
Pennsylvania reported pregnancies. 1985-89. Harrisburg. 
iii, 45 p. ill. 

89-644446 
Pregnancy--statistics--Pennsylvania 


12003 
PENNSYLVANIA. STATE HEALTH DATA CENTER. 
Division of Health Statistics and Research, Pennsylvania 
vital statistics annual report. 1990. Harrisburg. iii, 227 p. 
ill. 


81-645515 
Vital statistics--Pennsylvania 
Divorce--statistics--Pennsylvania 


PUERTO RICO 


12004 
PUERTO RICO. ADMINISTRATIVE OFFICE OF THE 
COURTS. Informe anual. 1987/88. [Hato Rey] 
iii, 52, A 68 p. ill. 


Court administration--Puerto Rico 

12005 
PUERTO RICO. ADMINISTRATIVE OFFICE OF THE 
COURTS. Informe anual de la rama judicial. 1988/89. 
[Hato Rey] iii, 53, A 75 p. ill. 
Courts--Puerto Rico 

12006 
PUERTO RICO. AREA OF VOCATIONAL, 
TECHNICAL, AND HIGHER SKILLS INSTRUCTION. 
Inicia un negocio desde el hogar; proyecto empresas 
familiares, EMFA. [Hato Rey, n.d. 2] p. 


Home economics--Puerto Rico 


12007 


Commonwealth 'Departancat of Auti- 
Addiction Services.’Rio Piedras [1990] folder. ill. 


Substance abuse--treatment--directories--Puerto Rico 
Substance abuse--prevention--directories--Puerto Rico 


12008 
PUERTO RICO. DEPT. OF STATE. Puerto Rico; datos 
basicos sobre su historia, economia, y sociedad. [Prepared 
in cooperation with] Administration of Economic 
Development. [San Juan] 1991. 48 1. 

92-621384 
Local history--statistics--Puerto Rico 
Social history--statistics--Puerto Rico 


12009 
PUERTO RICO. DEPT. OF THE TREASURY. 
Hacienda por Puerto Rico, 1990-1991. [San Juan, 1991?] 
35 p. ill. 


Finance, Public--Puerto Rico 


12010 
PUERTO RICO. GOVERNMENT DEVELOPMENT 
BANK FOR PUERTO RICO. Annual report. 1990/91. 
[By oy of Communications and Publications. San Juan] 
32 p. ill. 

Report year ends June 30. 

Includes: Consolidated and parent company financial 
statements for the years ended June 30, 1991 and 1990 and 
Independent auditors’ report. 

74-642591 
Banks and banking--Puerto Rico 
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12011 
PUERTO RICO. INSTITUTE OF PUERTO RICAN 
CULTURE, San Juan, Instrumentos tipicos 
puertorriquefios; Misién Cultural a Venezuela, "El Mundo 
del Caribe," 18 al 22 de noviembre de 1991, Caracas, 
Venezuela. [San Juan, n.d. 6] p. ill. 


Folklore--Puerto Rico 


12012 
PUERTO RICO. INSTITUTE OF PUERTO RICAN 
CULTURE, San Juan, Vejigantes de Puerto Rico. [San 
Juan, n.d. 6] p. 


Folklore--Puerto Rico 


12013 
ee RICO. OFFICE OF THE GOVERNOR. 


Oficina del las Personas con 
Impedimentos? [Hato Rey, n.d.] 6 pieces in portfolio. 


Handicapped--services for--Puerto Rico 


12014 
PUERTO _ PLANNING Arca _of 


trade statistics, Rico, 1987/88. 
[Santurce] vi, 400 p. annual. 
$10.00. 
73-644815 
Commerce--statistics--Puerto Rico 


12015 
PUERTO RICO. TOURISM COMPANY. Grand Regatta 
Columbus-92 Quincentenary [held] San Juan, Puerto Rico, 
June 10-14. [San Juan, n.d.] folder. ill. 


Description and travel--Puerto Rico 


12016 
RICO. UNIVERSITY OF PUERTO 


and economic Bactustions, by Wilfredo 
Toledo. [Rio Piedras] 1992. 38 p. ill. (Serie de ensayos y 
monografias 62) 

92-621385 
Economics--addresses, essays, lectures 


12017 
PUERTO RICO. UNIVERSITY oF 


y bibliografia selectiva. “Rio 
Piedras, 1991. 9 1. 

92-621386 
Public welfare--bibliography 


12018 

RHODE ISLAND. DEPT. OF ADMINISTRATION. 
Water supply plan for Rhode Island 
[by Arthur D. Little, Inc.] Providence, 1991. 
x, 2, 19, 18, 21 p. ill. (Report 77) 
State guide plan element 722. 

92-621391 

Water-supply--planning--Rhode Island 


12019 
RHODE ISLAND. DEPT. OF STATE LIBRARY 
SERVICES. Directory of adult literacy programs in Rhode 
Island, 1992. [Prepared in cooperation with the] Literacy 
Volunteers of America-Rhode Island, Inc. [Providence, 
n.d.] 78 p. 


Literacy--directories--Rhode Island 
Adult education--directories--Rhode Island 


12020 
RHODE ISLAND. DEPT. OF STATE LIBRARY 
SERVICES. [An evaluation of the system of the internal 
accounting and administrative controls of the Department 
of State Library Services in effect during the fiscal year 
ended June 30, 1991...] Providence, 1992. 2, 2, 1, 12 1. ill. 


State libraries--Rhode Island 
Library finance--Rhode Island 


12021 
RHODE ISLAND. DIVISION OF AGRICULTURE. 
Rhode Island agricultural facts. Sth; 1990. Stephen M. 
Volpe, editor. Providence. II, 46 1. + ill. 
Cover title: 1990 agricultural facts. 


Agriculture--statistics--Rhode Island 
12022 
RHODE ISLAND. GOVERNOR. Budget; executive 
summary. 1992/93. [Providence] various pagings. ill. 
sn88-10379 
Budget--Rhode Island 
12023 
RHODE ISLAND. GOVERNOR. Budget; program 
supplement. 1992/93. pagings. 
sn88-134 
Budget--Rhode Island 
12024 
RHODE ISLAND. GOVERNOR. Budget; technical 
appendix. 1992/93. [Providence] ii, 167 p. 


Budget--Rhode Island 


Monthly Checklist of State Publications Vol. 83, no. 7 


12025 
RHODE ISLAND. GOVERNOR’S JUSTICE 


COMMISSION. Statistical Analysis Center, Juveniles in 
Rhode Island: a data analysis and statistical study 
concerning key information of recent years. Warwick 
[1992] iii, 50 p. ill. (Report 29) 

92-621392 
Juvenile justice, Administration of--statistics--Rhode Island 


12026 
RHODE ISLAND. OFFICE OF THE AUDITOR 
GENERAL. Report on review of the banking emergency. 
Prenieate, 1992] ii, 27, 3, 6, ii, 20 1. 

92-621406 
Banks and banking--Rhode Island 


12027 
RHODE ISLAND. WORKERS’ COMPENSATION 
COURT. Annual report. 1990. [Providence] 5 1. 


Workers’ compensation--Rhode Island 
Administrative remedies--Rhode Island 


12028 
SOUTH CAROLINA. AERONAUTICS COMMISSION. 
Annual report. 1990/91. [Columbia] State Budget and 
Control Board. 34 p. ill. 
Report year ends June 30. 
47-29349 
Aeronautics--South Carolina 


12029 
SOUTH CAROLINA. ALCOHOLIC BEVERAGE 
CONTROL COMMISSION. Annual report. 1990/91. 
[Columbia] State Budget and Control Board. 30 p. ill. 
Report year ends June 30. 


Alcoholic beverages--South Carolina 


12030 
SOUTH CAROLINA. ARTS COMMISSION. Annual 
report. 1990/91. [Columbia] State Budget and Control 
Board. viii, 53 p. ill. 

79-176956 
Art commissions--South Carolina 


12031 
SOUTH CAROLINA. CHILDREN’S FOSTER CARE 
REVIEW BOARD SYSTEM. Annual report. 1990/91. 
[Columbia] State Budget and Control Board. 57 p. ill. 
84-645521 
Foster home care--South Carolina 


12032 
SOUTH CAROLINA. CITADEL MILITARY 
COLLEGE OF SOUTH CAROLINA, Charleston, Annual 
report. 1990/91. [Columbia] State Budget and Control 
Board. 157 p. ill. 

80-643440 


Military education--South Carolina--Charleston 


12033 
SOUTH CAROLINA. CLEMSON UNIVERSITY. 
Annual report. 1990/91. [Columbia] State Budget and 
Control Board. 180 p. ill. 

Report year ends June 30. 


State universities and colleges--South Carolina--Clemson 
12034 
SOUTH CAROLINA. COLLEGE OF CHARLESTON. 
Annual report. 1990/91. [Columbia] State Budget and 
Control Board. 46 p. 


12085 
SOUTH CAROLINA. COMMISSION FOR THE 
BLIND. Annual report. 1990/91. [Columbia] State Budget 
and Control Board. 2, 18 p. ill. 
7 


'6-648902 
Blind--services for--South Carolina 


12036 
SOUTH CAROLINA. COMMISSION ON HIGHER 
EDUCATION. Annual report. 1990/91. [Columbia] State 
Budget and Control Board. 36 p. 
Report year ends June 30. 


Education, Higher--South Carolina 


12037 
SOUTH CAROLINA. COMMISSION ON WOMEN. 
Annual report. 1990/91. [Columbia] State Budget and 
Control Board. 15 p. 
Report year ends June 30. 
81-642878 
Women--South Carolina 


12038 
SOUTH CAROLINA. COMPTROLLER GENERAL’S 
OFFICE. Comprehensive annual financial report. 1990/91. 
[Columbia] 152 p. ill. 
Report year ends June 30. 
87-649185 
Finance, Public--South Carolina 
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12039 
SOUTH CAROLINA. CONTINUUM OF CARE FOR 
EMOTIONALLY DISTURBED CHILDREN. Annual 
report. 1990/91. [Columbia] State Budget and Control 
Board. 2, ii, 36 p. ill. 


Mentally ill children--South Carolina 


12040 
SOUTH CAROLINA. COUNCIL ON VOCATIONAL 
AND TECHNICAL EDUCATION. Annual report. 
1990/91. [Columbia] State Budget and Control Board. 
26 p. ill. 

83-645881 
Vocational education--South Carolina 
Technical education--South Carolina 


12041 
SOUTH CAROLINA. DEPT. OF AGRICULTURE. 
Annual report. 88th; 1 [Columbia] State Budget 
and Control Board. 54 p. ill 
Report year ends June 30. 
81-642985 
Agriculture--South Carolina 


12042 
SOUTH CAROLINA. DEPT. OF EDUCATION. Annual 
report. 1990/91. [Columbia] State Budget and Control 
Board. 121 p. 
Report year ends June 30. 


State departments of education--South Carolina 


12043 
SOUTH CAROLINA. DEPT. OF HEALTH AND 
ENVIRONMENTAL CONTROL. Annual report. 
ral [Columbia] State Budget and Control Board. 


Report year ends June 30. 
75-646600 
Public health administration--South Carolina 
Environmental policy--South Carolina 


12044 
SOUTH CAROLINA. DEPT. OF INSURANCE. Annual 
report. 84th; tee [Columbia] State Budget and 
Control Board. 340 p. ill 
Report year ends June 30. 
9-7968 
Insurance--South Carolina 


12045 
SOUTH CAROLINA. DEPT. OF PROBATION, 
PAROLE, AND PARDON SERVICES. Annual report. 
1990/91. [Columbia] State Budget and Control Board. 
57 p. ill. 
Report year ends June 30. 
90-642484 
Parole--South Carolina 
Probation--South Carolina 
Pardon--South Carolina 


12046 
SOUTH CAROLINA. DEPT. OF VETERANS 
AFFAIRS. Annual report. 1990/91. [Columbia] State 
Budget and Control Board. 18 p. ill. 
Report year ends June 30. 
76-644070 
Veterans--South Carolina 


12047 
SOUTH CAROLINA. DEPT. OF YOUTH SERVICES. 
Annual report. 1990/91. [Columbia] State Budget and 
Control Board. 61 p. ill. 

84-641734 
Youth--South Carolina 


12048 
SOUTH CAROLINA. JOHN DE LA HOWE SCHOOL, 
McCormick, Annual report. 1990/91. [Columbia] State 
Budget and Control Board. 24 p. ill. 


Children--institutional care--South Carolina--McCormick 


12049 
SOUTH CAROLINA. LAND RESOURCES 
CONSERVATION COMMISSION. Annual report. 
gm 5 [Columbia] State Budget and Control Board. 
49 p. ill. 

16-647591 
Soil conservation--South Carolina 
Water conservation--South Carolina 


12050 
SOUTH CAROLINA. LANDER COLLEGE, 
Greenwood, Annual report. 1990/91. [Columbia] State 
Budget and Control Board. 26 p. ill. 


State universities colleges--South Carolina-- 
Greenwood 


12051 
SOUTH CAROLINA. LAW ENFORCEMENT 
DIVISION. Annual report. 1990/91. [Columbia] State 
Budget and Control Board. i, 48 p. ill. 

87-644010 
Law enforcement--South Carolina 


Wee 
| 


Monthly Checklist of State Publications Vol. 83, no. 7 


12052 
SOUTH CAROLINA. LAWS, STATUTES, ETC. Acts 
and joint resolutions of the General Assembly of the State 
of South Carolina. Vol. 67, pt. 1, regular and extra 
sessions, 1991. Printed under direction of Peden B. 
McLeod, code commissioner. [Columbia] x, 1742 p. 
9-26737 
Resolutions, Legislative--South Carolina 
Law--South Carolina 


12053 
SOUTH CAROLINA. OLD EXCHANGE BUILDING 
COMMISSION. Annual 1990/91. [Columbia] State 
Budget and Control Board. 14 p. ill. 
Report year ends June 30. 


Historic buildings--South Carolina--Charleston 


12054 
SOUTH CAROLINA. PATRIOTS POINT 
DEVELOPMENT AUTHORITY. Annual report. 
a: [Columbia] State Budget and Control Board. 
26 p 


Naval museums--South Carolina--Mt. Pleasant 


12055 
SOUTH CAROLINA. PUBLIC RAILWAYS 
COMMISSION. Annual report. 1990/91. [Columbia] State 
Budget and Control Board. 13 p. ill. 
Report year ends June 30. 


SOUTH CAROLINA. RESEARCH AUTHORITY. 
Annual report. 8th; —_— [Columbia] State Budget and 
Control sti 19 p. ill 
Report year ends June 30. 
85-642267 
Research institutes--South Carolina 


12057 
SOUTH CAROLINA. SAVANNAH VALLEY 
AUTHORITY. Annual report. 21st; 1990/91. [Columbia] 
State Budget and Control Board. 45 p. ill. 


Economic development--South Carolina 


12058 
SOUTH CAROLINA. SCHOOL FOR THE DEAF AND 
THE BLIND, Annual report. 143d; 1990/91. 
[Columbia] State Budget and Control Board. 51 p. ill. 

Report year ends June 30. 

9-23551 
Deaf--education--South Carolina--Spartanburg 
Blind--education--South Carolina--Spartanburg 


12059 
SOUTH CAROLINA. STATE BUDGET AND 
CONTROL BOARD. Annual report. 1990/91. [Columbia] 
State Budget and Control Board. 319 p. ill. 
Report year ends June 30. 
83-641279 
Finance, Public--South Carolina 
Administrative agencies--South Carolina 


12060 
SOUTH CAROLINA. STATE DEPT. OF SOCIAL 
SERVICES. Annual report. 53d; 1990/91. [Columbia] 
State Budget and Control Board. 89 p. ill. 

74-646279 
Public welfare--South Carolina 


12061 
SOUTH CAROLINA. STATE DEVELOPMENT 
BOARD. Annual report. 1990/91. [Columbia] State 
Budget and Control Board. 18 p. ill. 
Report year ends June 30. 
87-643714 
Economic development--South Carolina 
Industrial promotion--South Carolina 


12062 
SOUTH CAROLINA. STATE LIBRARY, Columbia. 
Annual report. 1990/91. [Columbia] State Budget and 
Control Board. 60 p. ill. 


State libraries--South Carolina 


12063 
SOUTH CAROLINA. STATE REORGANIZATION 
COMMISSION. Annual report. 1990/91. [Columbia] State 
Budget and Control Board. 53 p. ill. 
Report year ends June 30. 


86-650096 
Administrative agencies--South Carolina 
State governments--South Carolina 


12064 
SOUTH CAROLINA. SUPREME COURT. Reports of 
cases and matters determined by the Supreme Court and 
Court of Appeals of South Carolina. Vol. 301; 1990. 
Thomas M. Neal, III, Supreme Court reporter. Columbia, 
R.L. Bryan Co. xiii, 562 p. 
Title on spine: South Carolina reports. 
85-643772 
Law reports, digests, etc.--South Carolina 


12065 
SOUTH CAROLINA. TAX COMMISSION. Annual 
report. 1990/91. [Columbia] State Budget and Control 
Board. 84 p. ill. 

16-27141 


Taxation--South Carolina 
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12066 
SOUTH CAROLINA. VOCATIONAL 
REHABILITATION DEPT. Annual report. 1990/91. 
[Columbia] State Budget and Control Board. 37 p. ill. 
Report year ends June 30. 
67-65248 
Vocational rehabilitation--South Carolina 


12067 
SOUTH CAROLINA. WATER RESOURCES 
COMMISSION. Annual report. 1990/91. [Columbia] State 
Budget and Control Board. 41 p. ill. 

78-648255 
Water-supply--South Carolina 
Water resources development--South Carolina 


12068 
SOUTH CAROLINA. WIL LOU GRAY 
OPPORTUNITY SCHOOL, West Columbia. Annual 
report. 1990/91. [Columbia] State Budget and Control 
Board. 26 p. ill. 
Report year ends June 30. 


Adult education--South Carolina--West Columbia 
High schools--South Carolina--West Columbia 


12069 
SOUTH CAROLINA. WILDLIFE AND MARINE 
RESOURCES DEPT. Annual report. 1990/91. [Columbia] 
State Budget and Control Board. 115 p. ill. 
T1-649658 
Boats and boating--South Carolina 
Game protection--South Carolina 
Marine resources conservation--South Carolina 
Fishery management--South Carolina 
Wildlife conservation--South Carolina 


12070 
SOUTH DAKOTA. AGRICULTURAL EXPERIMENT 
STATION, Brookings. South Dakota corn performance 
trials. 1991. [By Joseph J. Bonnemann. Brookings] 26 p. 
annual. (C 253) 


Corn--South Dakota 


12071 
SOUTH DAKOTA. AGRICULTURAL EXPERIMENT 
STATION, South Dakota grain sorghum 
performance trials. 1991. [By JJ. Bonnemann and H.A. 
Geise. Brookings] 10 p. ill. annual. (C 252) 


Sorghum 


12072 
SOUTH DAKOTA. AGRICULTURAL EXPERIMENT 
STATION, Brookings. Plant Science Dept, Soil 
classification key for South Dakota [by D.D. Malo. 
— 1991] 441. ill. (Agricultural Experiment Station. 


ae title: South Dakota soil classification key. 
Issued in cooperation with the U.S. Soil Conservation 
Service. 
92-621387 
Soils--classification--South Dakota 


12073 
SOUTH DAKOTA. AGRICULTURAL EXPERIMENT 
STATION, Brookings. Plant Science Dept, Soil science 
research in the Plant Science Department; annual report. 
1990. Brookings. various pagings. ill. (Agricultural 
Experiment Station. TB 97) 

39-28529 
Soils--research--South Dakota 


12074 
SOUTH DAKOTA. ARTS COUNCIL. Directory of South 
Dakota arts festivals & powwows. 1992. [Sioux Falls] 36 p. 
annual. 


Art festivals--directories--South Dakota 
Indians of North America--social life and customs--South 
Dakota 


12075 

SOUTH DAKOTA. BUREAU OF ADMINISTRATION. 
Office of Telecommunications. State of South Dakota 
telephone directory. 1991/92. [Pierre] vi, 83 p. ill. 


Administrative agencies--directories--South Dakota 
Telephone--directories--South Dakota 


12076 
SOUTH DAKOTA. BUREAU OF PERSONNEL. 
Welcome to South Dakota State government. [Pierre, n.d.] 
171. 


State officials and employees--handbooks, manuals, etc.-- 
South Dakota 


12077 
SOUTH DAKOTA. DEPT. OF HEALTH. Annual report. 
1990/91. [Pierre] iii, 12 p. ill. 

90-642470 
Public health--South Dakota 


12078 
DAKOTA. DEPT. OF SERVICES. 
f De abilities. Developmental 
disabilities two-year transitional State plan, fiscal years 
1990-1991, State of South Dakota. [Pierre, 1989] 37 p. ill. 


Developmentally disabled--services for--planning--South 
Dakota 
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12079 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 
City of Colman, report on the limited study of the internal 


control structure, September 23, 1991. Pierre [1991. 6] 1. 
Legislative auditing--South Dakota 


12080 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 


Hughes County audit report, years ended December 31, 
1990 and 1989. Pierre [1992] 38 p. 


Legislative auditing--South Dakota 


12081 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 
Langford school district no. 45-2 audit report, fiscal 
ended June 30, 1991 and 1990. Pierre [1991] 36 p. 


Legislative auditing--South Dakota 


12082 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 
Northwestern school district no. 56-3 audit report, fiscal 
year ended June 30, 1991. Pierre [1991] 31 p. 


Legislative auditing--South Dakota 


12083 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 
Town of Belvidere liquor store special report, October 29, 
1990 through August 23, 1991. Pierre [1991] 7 p. 


Legislative auditing--South Dakota 


12084 
SOUTH DAKOTA. DEPT. OF LEGISLATIVE AUDIT. 
Wood school district no. 47-2 audit report for the fiscal 
years ended June 30, 1991 and 1990. Pierre [1991] 28 p. 


Legislative auditing--South Dakota 


12085 

SOUTH DAKOTA. DEPT. OF SOCIAL SERVICES. 

Statistical Analysis and Reports. South Dakota Indian 

recipients of social services. Oct. 1991. Pierre. i, 21 p. 
74-645054 

Indians of North America--public welfare--South Dakota 


12086 
SOUTH DAKOTA. [DIVISION OF EDUCATION] 
1990-91 youth risk behavior 
survey. Pierre [n.d.] 2 v. ill. 


92-621388 
Risk-taking (Psychology) in adolescence--South Dakota 
Youth--health and hygiene--statistics--South Dakota 
Youth--substance use--statistics--South Dakota 
Youth--sexual behavior--statistics--South Dakota 
Youth--suicidal behavior--statistics--South Dakota 
Youth--tobacco use--statistics--South Dakota 


12087 
SOUTH DAKOTA. DIVISION OF GEOLOGICAL 
SURVEY. Investigation of the basal outwash in the 
Dolton vicinity, by Layne D. Schulz. Vermillion, 1991. 
ii, 32 p. ill. (Open-file report 64-UR) 

sn89-3608 


Water, Underground--South Dakota 


12088 
SOUTH DAKOTA. DIVISION OF GEOLOGICAL 
SURVEY. Sand and gravel resources in Codington 
County, South Dakota, by Layne D. Schulz. Prepared in 
cooperation with the U.S. Geological Survey [and others] 
Vermillion, 1991. i, 134 p. (Information pamphlet IP-44) 
73-643454 


Sand--South Dakota--Codington County 
Gravel--South Dakota--Codington County 


12089 
SOUTH DAKOTA. DIVISION OF GEOLOGICAL 
SURVEY. Sand and gravel resources in Lincoln County, 
South Dakota, by Layne D. Schulz and Martin J. Jarrett. 
Prepared in cooperation with the U.S. Geological Survey, 
State Dept. of Transportation and Lincoln County. 
Vermillion, 1991. i, 48 p. (Information pamphlet IP-43) 

T3-643454 


Sand--South Dakota--Lincoln County 
Gravel--South Dakota--Lincoln County 


12090 
SOUTH DAKOTA. DIVISION OF WATER 
RESOURCES MANAGEMENT. Diagnostic/feasibility 
study report, Beaver Lake/Beaver Creek watershed, 


Yankton County, South Dakota, prepared by Eugene H. 
Stueven. [Pierre] 1991. ii, 76 p. ill. 


Water resources development--South Dakota--Yankton 
County 


12091 
SOUTH DAKOTA. DIVISION OF WILDLIFE. Fragile 
legacy; endangered, threatened and rare animals of South 
Dakota, written by Diane E. Ashton and Eileen M. Dowd. 
Pierre, c1991. 53 p. ill. (Report 91-04) 

92-621389 
Rare animals--South Dakota 
Endangered species--South Dakota 


12092 
SOUTH DAKOTA. DIVISION OF WILDLIFE. Pheasant 
management surveys; annual report. 1989. By Will S. 
Morlock and Harvey H. Pietz. [Pierre] iv, 22 p. (Game 
report 92-01) 

89-649634 
Pheasants--South Dakota 
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12093 
SOUTH DAKOTA. DIVISION OF WILDLIFE. 
Reintroduction of Rocky Mountain bighorn sheep in the 
Black Hills, South Dakota [annual] progress report. 
1989/90. By Ted. A. Benzon. [Pierre] iv, 10 p. ill. 
(Progress report 92-02) 


Bighorn sheep--South Dakota 


12094 
SOUTH DAKOTA. GOVERNOR’S OFFICE OF 
ECONOMIC DEVELOPMENT. Economic development 
programs; South Dakota programs available to assist 
businesses and communities help themselves. Pierre [n.d.] 
79 p. 


Economic development--South Dakota 


12095 
SOUTH DAKOTA. SOUTH DAKOTA STATE 
LIBRARY, Pierre. The South Dakota grant directory. 
Pierre, 1992. 122 p. 


Grants-in-aid--directories--South Dakota 
Grants-in-aid--directories--United States 


12096 
SOUTH DAKOTA. SOUTH DAKOTA STATE 
UNIVERSITY, Brookings. Financial report. 1990/91. 
[Brookings] 23 p. ill. annual. 
Report year ends June 30. 


State universities and colleges--finance--South Dakota-- 


12097 
SOUTH DAKOTA STATE 


Small grains; 1992 (3004 crop 
performance results) [by Robert G. Hall and others. 
Brookings] 20 p. ill. (EC 774) 


Grain--varieties--South Dakota 


12098 
SOUTH DAKOTA. STATE CONSERVATION 
COMMISSION. Coordinated soil and water conservation 
plan. [Pierre, 1991] iv, 28 p. ill. 

Issued in cooperation with the South Dakota 
Association of Conservation Districts and the State Soil 
Conservation Service. 

92-621390 
Soil conservation--South Dakota 
Water conservation--planning--South Dakota 


12099 
SOUTH DAKOTA. STATE LEGISLATIVE 
RESEARCH COUNCIL. The 1991-1992 Legislature: 
notes on demographics [by Terry C. Anderson. Pierre, 
1991] 11 p. ill. (Issue memorandum 91-6) 


Legislators--statistics--South Dakota 


12100 
SOUTH . DAKOTA. STATE LEGISLATIVE 
RESEARCH COUNCIL. Interim report. 35th; 1991. 
Pierre. 42 p. 


64-63693 
Legislative bodies--committees--South Dakota 


12101 
SOUTH DAKOTA. STATE LEGISLATIVE 
RESEARCH COUNCIL. Legislator interest in State 
contracts [by David L. Ortbahn. Pierre, 1991] 5 p. (Issue 
memorandum 91-5) 


Public contracts--South Dakota 


12102 
SOUTH DAKOTA. STATE LEGISLATIVE 
RESEARCH COUNCIL. Qualifications for legislative 
service [by Reuben D. Bezpaletz. Pierre, 1991] 6 p. (Issue 
memorandum 91-3) 


Legislators--South Dakota 


profile of ‘at the of ‘South 
[Vermillion] 1992. v, 98 p. ill. 


State universities and colleges--faculty--South Dakota-- 
Vermillion 


12104 
TENNESSEE. AGRICULTURAL EXPERIMENT 
STATION, Knoxville, Changes in local option sales tax 
collections for Tennessee counties, 1983 to 1990 [by] 
Frank O. Leuthold. Knoxville, Dept. of Agricultural 
Economics and Rural Sociology, Agricultural Experiment 
Station, University of Tennessee, 1991. 33 p. ill. (Research 
report 91-27) 

92-621628 


Sales tax--Tennessee 
Local finance--Tennessee 
Municipal finance--Tennessee 
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12105 
TENNESSEE. AGRICULTURAL EXPERIMENT 
STATION, Knoxville, Impact of the Tennessee greenbelt 
act on property assessments and taxes [by] Frank O. 
Leuthold [and] Jufu Chen. Knoxville, Dept. of Agricultural 
Economics and Rural Sociology, Agricultural Experiment 
Station, University of Tennessee, 1991. 51 p. ill. (Research 
report 91-26) 

92-621629 


Property tax--Tennessee 
Tax assessment--Tennessee 


12106 
TENNESSEE. DEPT. OF COMMERCE AND 
INSURANCE. Annual report. 118th; 1990. [Nashville] 
iii, 145 p. ill. 

Cover title: Annual report of the commissioner of 

commerce and insurance. 

86-655784 
Insurance--Tennessee 
Commerce--Tennessee 


12107 


Annual bulletin of vital ‘statistics. 63d; 1989. "Nashville. 
vi, 100 p. ill. 
Cover title: Tennessee vital statistics. 
34-6645 
Vital statistics--Tennessee 


12108 
TENNESSEE. DIVISION OF MUNICIPAL AUDIT. 
Special purpose examination, city of Cleveland Police 
Department for the period July1, 1990, through 
December 31, 1991. [Nashville, 1992] 5 p. 


Auditing--Tennessee 


12109 
TENNESSEE. DIVISION OF MUNICIPAL AUDIT. 
Special purpose examination, Tullahoma Utilities Board 
for the period July 1, 1990, through September 30, 1991. 
[Nashville, 1992] 5 p. 


Auditing--Tennessee 


12110 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report; Department of Correction, Nashville, Tennessee 
for the years ended June 30, 1990, and June 30, 1989. 
[Nashville, 1992] v, 27 p. ill. 


Auditing--Tennessee 


12111 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report; Department of Financial Institutions, Nashville, 
Tennessee for the years ended June 30, 1991, and June 30, 
1990. [Nashville, 1992] 8 p. ill. 


Auditing--Tennessee 


12112 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report; Military Department of Tennessee. 1989/90. 
Nashville. iv, 19 p. ill. 
Report year ends June 30. 


T1-642354 
Auditing--Tennessee 


12113 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report; Tennessee Board of Regents, Memphis State 
University, Memphis, Tennessee for the year ended 
June 30, 1991. [Nashville, 1992] ii, 30 p. 


Auditing--Tennessee 


12114 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report; Tennessee Commission on Children and Youth, 
Nashville, Tennessee for the years ended June 30, 1991, 
and June 30, 1990. [Nashville, 1992] 7 p. ill. 


Auditing--Tennessee 


12115 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report; Tennessee Technological University Dormitory 
Corporation, Cookeville, Tennessee for the year ended 
June 30, 1991. [Nashville, 1992] 19 p. 


Auditing--Tennessee 


12116 
TENNESSEE. DIVISION OF STATE AUDIT. Audit 
report; the University of Tennessee for the year ended 
June 30, 1991. [Nashville, 1992] v, 48 p. 


Auditing--Tennessee 


12117 
TENNESSEE. DIVISION OF STATE AUDIT. 
Performance audit, Alcoholic Beverage Commission. 
[Nashville] 1992. iii, 22 p. ill. 

92-621630 
Alcoholic beverages--Tennessee 
Sunset reviews of government programs--Tennessee 
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12118 

TENNESSEE. DIVISION OF STATE AUDIT. 
Performance audit, Department of Commerce and 
Insurance professional regulatory entities. [Nashville] 1992. 
iv, 55 p. 

4 92-621631 
Occupations--licenses--Tennessee 
Sunset reviews of government programs--Tennessee 


12119 
TENNESSEE. DIVISION OF STATE AUDIT. 
Performance audit, Department of Human Services. 
[Nashville] 1992. v, 24 p. ill. 

92-621632 
Public welfare administration--Tennessee 
Sunset reviews of government programs--Tennessee 


12120 
TENNESSEE. DIVISION OF STATE AUDIT. 
Performance audit, Job Service Division, Department of 
Employment Security. [Nashville] 1992. iii, 23 p. ill. 
92-621633 
Labor bureaus--Tennessee 
Sunset reviews of government programs--Tennessee 


12121 
TENNESSEE. DIVISION OF STATE AUDIT. 
Performance audit, State Certification Commission. 
[Nashville] 1992. iii, 19 p. ill. 

92-621634 
Teachers--certification--Tennessee 
Sunset reviews of government programs--Tennessee 


12122 
TENNESSEE. DIVISION OF STATE AUDIT. 
Performance audit, University of Tennessee Board of 
Trustees. [Nashville] 1992. iv, 14 p. 


College trustees--Tennessee 
Sunset reviews of government programs--Tennessee 


12123 
TENNESSEE. DIVISION OF STATE AUDIT. Special 
report; East Tennessee Human Resource Agency, review 
of improper payments to the executive director and an 
assistant executive director. [Nashville] 1992. 4, 19 p. ill. 


Auditing--Tennessee 


12124 
TENNESSEE. JUDICIAL COUNCIL. Annual report. 
1990/91. [Nashville] 177 p. ill. 

90-641100 
Court administration--Tennessee 


12125 
TENNESSEE. LABOR MARKET INFORMATION 
UNIT. Annual averages, labor force and nonagricultural 
employment estimates. 1986-90. Nashville. 87 p. 
sn92-19261 
Labor supply--statistics--Tennessee 
Wages--statistics--Tennessee 


12126 


for major Teas veguellta, 1970-72 to 1985-87: acreage, 
production, price and crop value [by] Carl E. Shafer and 
Stephen W. Fuller. [College Station] 1990. v, 39 p. ill. 
(Departmental information report no. 90-2) 


Vegetables--Texas 


12127 
AGRICULTURAL EXPERIMENT 


1, McGregx field day een 
1991 [by J. F. Baker and others. McGregor] 1991. 244 p. 
ill. (Research center technical report 91-1) 


Agriculture--research 


12128 

TEXAS. AGRICULTURAL MARKET RESEARCH 
CENTER. Assessment of marketing strategies to enhance 
returns to lamb producers [by) TAMRC Lamb Study 
Team [from] Texas A&M University, University of 
Wyoming, and Colorado State University. [College Station] 
1991. xvii, 235, A 3, B 18,C 106 p. ill, (TAMRC 
commodity market research report no. CM-1-91) 


Lamb meat industry--United States 


12129 
TEXAS. AGRICULTURAL MARKET RESEARCH 
CENTER. The U.S.-Mexico free trade agreement: 
economic impacts on the border region [by] Lonnie L. 
Jones, Teofilo Ozuna, Jr., and Mickey Wright. [College 
Station] 1991. 15 p. (U.S.-Mexico free trade impacts on 
agriculture series) 

TAMRC international market research report 

no. IM-16-91. 

92-621604 
Free trade--economic aspects--United States 
Free trade--economic aspects--Mexico 
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12130 
TEXAS. AGRICULTURAL MARKET RESEARCH 
CENTER. U.S.-Mexico free trade agreement impact: 
effects of alternative tariff levels on Texas spring dry onion 
producers [by] Stephen W. Fuller [and others. College 
Station] 1992. 13 p. ill. (U.S.-Mexico free trade impacts on 
agriculture series) 

TAMRC international market research report 

no. IM-1-92. 

92-621605 
Free trade--United States 
Free trade--Mexico 
Onion industry--Texas 


12131 
‘TEXAS. ATTORNEY GENERAL’S OFFICE. Opinion 
Committee, The Texas attorney gener: al’s handbook on the 
Texas open meetings act. [Austin] 19 1990. iii, 41 p. 
Cover title: Attorney general’s handbook on the Texas 
Open meeting act; the people’s law firm. 
92-621606 
Public meetings--handbooks, manuals, etc.--Texas 


12132 
TEXAS. COMMISSION ON ALCOHOL AND DRUG 
ABUSE. Understanding inhalant users; an overview for 
parents, educators, and clinicians [proceedings of the 
Inhalant Abuse Research Symposium sponsored by the 
Commission on Alcohol and Drug Abuse and the 
University of Texas Health Science Center/Houston in 
June 1990, by Dan Lettieri. Austin, c1991] 42 p. ill. 
92-621607 
Solvent abuse--congresses 
Inhalant Abuse Research Symposium 


12133 
TEXAS. CRIMINAL JUSTICE DIVISION. Criminal 
justice plan for Texas. 1993. [Austin] 27 p. ill. annual. 
Cover title: Criminal justice blueprint, the criminal 
justice plan for Texas. 
75-646981 
Criminal justice, Administration of--Texas 


12134 
TEXAS. DEPT. OF CRIMINAL JUSTICE. 
Justice Assistance Division. Grant application manual, 
1990/91. [Austin, n.d.] 22, 14 p. + 


Community-based corrections--Texas 
Grants-in-aid--handbooks, manuals, etc. 


12135 
TEXAS. DEPT. OF HUMAN SERVICES. Children’s 
Austin County annual report. 1990. 


Protective Services. 
[Austin] 12 p. ill. 


Abused children--services for--Texas--Austin County 


12136 
TEXAS. DEPT. OF HUMAN SERVICES. 
Colorado County annual report. 1990. 
[Austin] 12 p. ill. 


Abused children--services for--Texas--Colorado County 


12137 
TEXAS. DEPT. OF HUMAN SERVICES. Children’s 
Protective Services, Montgomery County annual report. 
1990. [Austin] 12 p. ill. 


Abused children--services for--Texas--Montgomery County 


12138 
TEXAS. DEPT. OF HUMAN SERVICES. Children’s 
Walker County annual report. 1990. 
[Austin] 12 p. ill. 


Abused children--services for--Texas--Walker County 


12139 
TEXAS. DEPT. OF HUMAN SERVICES. Children’s 
Waller County annual report. 1990. 
[Austin] 12 p. ill. 


Abused children--services for--Texas--Waller County 


12140 
TEXAS. DEPT. OF HUMAN SERVICES. Children’s 
Protective Services, Wharton ee County 
annual report. 1990. [Austin] 12 p. ill. 


Abused children--services for--Texas--Matagorda County 
Abused children--services for--Texas--Wharton County 


12141 
TEXAS. DEPT. OF INFORMATION RESOURCES. 
State strategic plan for information resources management. 
[Austin] 1991. 17 p. ill. 


Information resources management--planning--Texas 
State governments--data processing--planning--Texas 


12142 
TEXAS. EDUCATION AGENCY. Alternative teacher 
certification in Texas. [Austin, 1991] vi, 44 p. ill. 


Non-formal education--Texas 
Teachers--certification--Texas 
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12143 

TEXAS. EDUCATION AGENCY. Assessing and serving 
children with attention deficit hyperactivity disorder: a 
report to the seventy-second Texas Legislature and a 
memorandum from the United States Department of 
Education. Austin [1992] ix, 53, 9 p. 

$2.00; available from Publications Distribution Office, 
Education Agency, 1701 North Congress Avenue, Austin, 
TX 78701-1494. 


Attention-deficit hyperactivity disorder--Texas 
Handicapped children--education--Texas 


12144 
TEXAS. EDUCATION AGENCY. TAAS and the 
process: a composition handbook, grades 1 through 3. 
Austin [1991] v, 162 p. ill. 
$2.00; available from: Publications Distribution Office, 
1701 North Congress Avenue, Austin, TX 78701-1494. 
On cover: TAAS, Texas assessment of academic skills. 


Authorship--handbooks, manuals, etc. 
Basic education 


12145 
TEXAS. EDUCATION AGENCY. Office of the: Deputy 


center + facility for 
the 1990s and car Austin [1991] viii, 92 p. ill. 
$2.00; available from the Publications Distribution 
Office, Education Agency, 1701 North Congress Avenue, 
Austin, TX 78701-1494. 
92-621608 


Instructional materials centers 
Audio-visual library service 


12146 
TEXAS. HISTORICAL COMMISSION. Texas 
preservation handbook for county historical commissions. 
Austin [19917] xiv, 155 p. ill. 
Cover title: 1992 Texas preservation... 
$5.00. 
92-621609 
Historic sites--conservation and restoration--handbooks, 
manuals, etc.--Texas 
Local history--Texas 


12147 

TEXAS. HISTORICAL COMMISSION. Dept. _of 
Archeological Planning and Review. Abstracts in Texas 
contract archeology, 1987, compiled by William E. Moore 
with assistance of William A. Martin and Stephanie 
Stoermer Strickland. Austin, 1991. xv, 188 p. (Dept. of 
Archeological Planning and Review abstracts in Texas 
contract archeology 2) 


Archaeological surveying--abstracts--Texas 


12148 
TEXAS. LEGISLATIVE COUNCIL. Guide to 
redistricting. [Austin] 1990. ii, 31 1. ill. (Information report 
no. 90-1) 


Election districts--Texas 


92-621610 


12149 
TEXAS. LOWER COLORADO RIVER AUTHORITY. 
Annual report. 1991. [Austin] 40 p. ill. 
78-645056 
Watershed management--Texas 
Electric power distribution--Texas 


12150 
TEXAS. PARKS AND WILDLIFE DEPT. The crabs of 
Texas, by Sandra Pounds Leary. Revised by Paul 
Hammerschmidt. Austin, 1990. 27 p. ill. 
(PWD-BN-3400-207) 
Available at Texas State Publications Clearinghouse 
and Texas depository libraries. 


Crabs--Texas 


12151 
TEXAS. PARKS AND WILDLIFE DEPT. The Texas 
shrimp fishery: a report to the Governor and the 72nd 
Legislature. [Austin, 1991] 12,13 p. ill. 
(PWD-RP-3400-060) 
Available at Texas State Publications Clearinghouse 
and Texas depository libraries. 


Shrimp fisheries--Texas 


TEXAS. STATE LIBRARY, Austin. Library Development 
Division, Older adults and school age children together in 
the library: a Texas intergenerational library programs 
manual, by Rhea Joyce Rubin. [Austin] 1992. 58 p. ill. 


Children and the aged--services for--handbooks, manuals, 
etc.--Texas 

Libraries and the aged--handbooks, manuals, etc.--Texas 
Public libraries--services to the aged--handbooks, manuals, 


etc.--Texas 


12153 
TEXAS. STATE PUBLICATIONS CLEARINGHOUSE. 
Texas State publications depository program directory of 
depository libraries. [Austin, n.d.] 9 p. 


Libraries, Depository--directories--Texas 

12154 
TEXAS. TEXAS A & M UNIVERSITY, i 
Real Estate Center, Landmarks, annual report. 1990/91. 
[College Station] 14 p. ill. 


Real property--Texas 
Research institutes--Texas--College Station 
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12155 
TEXAS. TEXAS TRANSPORTATION 
College Station, Development of RDS/IGrds 
self-instructional course material, by Raymond A. 
Krammes and [others] Sponsored by Dept. of 
Transportation in cooperation with Federal Highway 
Administration. College Station, 1991. viii, 27 p. ill. 
esearch report 1241-3F) 
Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, VA 22161. 
FHWA/TX-91/1241-3F. 
sn87-16960 
Computer-aided design 
Roads--design and construction 


12156 
TEXAS. TEXAS TRANSPORTATION INSTITUTE, 
College Station, Feasibility of developing a statewide 
modeling system for forecasting intercity highway volumes 
in Texas, by Jimmie D. Benson, James A. Mullins III and 
George B. Dresser. Sponsored by Dept. of Transportation 
in cooperation with Federal Highway Administration. Rev. 
College Station, 1991. vi, 66 p. (Research report 1235-4) 
Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, VA 22161. 
FHWA/TX-91/1235-4. 
sn87-16960 
Traffic surveys--Texas 
Urban transportation--Texas 


12157 
TEXAS. TEXAS TRANSPORTATION INSTITUTE, 
Graphically-oriented nonlinear analysis of 
bent caps with movable loads on microcomputers, by 
Paul N. Roschke, Bing Wang, and Mike Y. Sun. 
Sponsored by Dept. of Transportation in cooperation with 
Federal Highway Administration. College Station, 1989. 
viii, 37 p. ill. (Research report 1183-4) 
Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, VA 22161. 
FHWA/TX-88/1183-4. 
sn87-16960 
Computer-aided design 
Bridges--live loads 


12158 
TEXAS. TEXAS TRANSPORTATION INSTITUTE, 
College Station, Operational evaluation of effects resulting 
from freeway - freeway interchange geometrics [by] 
James W. Hanks, Jr., and [others] Sponsored by Dept. of 
Transportation in cooperation with Federal Highway 
Administration. College Station, 1992. xii, 81 p. ill. 
(Research report 1232-4) 
Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, VA 22161. 
TX-92/1232-4. 
sn87-16960 
Roads--interchanges and intersections 


12159 
TEXAS. TEXAS TRANSPORTATION INSTITUTE, 
College Station. Safety improvements for low volume rural 
roads, by Don L. Ivey and Lindsay I. Griffin III. Sponsored 
by Dept. of Transportation in cooperation with Federal 
y Administration. College Station, 1992. vi, 74 p. ill. 
report 1130- 


Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, VA 22161. 
FHWA/TX-90/1130-2F. 


sn87-16960 
Rural roads 
Traffic safety 


12160 
TEXAS. TEXAS TRANSPORTATION INSTITUTE, 
i Traffic signal timing models for 
oversaturated signalized interchanges, by Youngchan Kim 
and Carroll J. Messer. Sponsored by Dept. of 
Transportation in cooperation with Federal Highway 
Administration. College Station, 1992. x,111p. ill. 
(Research report 1148-2) 
Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, VA 22161. 
FHWA/TX-92/1148-2. 
sn87-16960 
Traffic signs and signals 
Roads--interchanges and intersections 


12161 
TEXAS. TEXAS TRANSPORTATION INSTITUTE, 
The urban transportation planning 
database [by Timothy J. Lomax and David L. Schrank] 
Prepared for Metropolitan Transit Authority of Harris 
County and Dept. of Highways and Public T 
College Station, 1990. ix, 19,A5,B2,C2,D3p. ill. 
(Research report 996-1F) 
Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, VA 22161. 
TX-90-996-1. 
sn87-16960 
Urban transportation 


12162 
TEXAS. TEXAS WATER DEVELOPMENT BOARD. 
Texas water facts. [Austin, 1991] 28 p. ill. 


Water-supply--Texas 
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12163 
TEXAS. UNIVERSITY OF HOUSTON. College of 


Business Administration, Child care, elder care, and 
employee effectiveness: proceedings of the spring 1989 
conference. Sponsored by the Institute for Business, 
Ethics, and Public Issues and cosponsored by the Houston 
Committee for Private Sector Initiatives and the 
Federation of Houston Professional Women. Edited by 
Paul F. Deisler, Jr. Houston, c1989. xii, 84 p. 
89-52173 

Aged--care--congresses 

Child care--congresses 


12164 
TEXAS. UNIVERSITY OF HOUSTON. College of 
Business Administration, Privacy and pty in the work 
place, managing the issues: proceedings of the spring 1988 
conference. Sponsored by the Institute for Business, 
Ethics, and Public Issues. Edited by Bette Ann Stead. 
Houston, c1988. viii, 66 p. ill. 

88-51292 
Employee rights--congresses--United States 
Privacy, Right of--congresses--United States 
Professional ethics--congresses--United States 


12165 
TEXAS. UNIVERSITY OF TEXAS AT AUSTIN. Center 
for Research in Water Resources, Field and numerical 
studies of tracer gas transport and surface gas transfer in 
laterally uniform, partially stratified estuaries, by Jerad D. 
Bales and Edward R. Holley. Austin, 1992. xxv, 233 p. ill. 
(Technical report, CRWR 208) 


Rivers--aeration--mathematical models 
Estuarine ecology--mathematical models 
Zone of aeration--mathematical models 


12166 
TEXAS. UNIVERSITY OF TEXAS AT AUSTIN. Center 
for Research in Water Resources, Particles in surface 
waters: coagulation and transport, by Gerald W. Culkin 
and Desmond F. Lawler. Austin, 1991. xx, 372 p. ill. 
(Technical report, CRWR 232) 
Texas A&M University. Texas Water Resources 
Institute. Technical report no. 152. 


Sediment, Suspended 
Sediment transport 


12167 
TEXAS. UNIVERSITY OF TEXAS AT AUSTIN. Center 
for Research in Water Resources. Tracer gas method for 
shallow bays, by Charles A. Downer, Edward R. Holley 
[and] George H. Ward, Jr. Austin, 1991. vii, 148 p. ill. 
(Technical report, CRWR 233) 


Zone of aeration--mathematical models 
Water--dissolved oxygen--mathematical models 


12168 
UTAH. ARTS COUNCIL. Arts in education program; 
- and artists bank, 1992-94. [Salt Lake City, n.d. 
36 p 


Artists as teachers--Utah 


12169 
UTAH. CENTER FOR HEALTH STATISTICS. Utah’s 
marriage and divorce. 1989. [By Gery Moore] Salt Lake 
City. xi, 48 p. (Technical report no. 145) 

80-645335 
Marriage--statistics--Utah 
Divorce--statistics--Utah 


12170 
UTAH. DEPT. OF TRANSPORTATION. Combined 
public hearing and availability of environmental assessment 
on the proposed widening and improvements to 
9000 South Street [from] State Street to 700 East; project 
no. NF-66(5) held at..Sandy, Utah..January 21, 1992. [Salt 
Lake City, 1992] 65 1. + ill. 


Roads--design and construction--environmental aspects-- 
Utah--Sandy 


Highway planning--citizen participation--Utah--Sandy 


12171 
UTAH. DIVISION OF ADMINISTRATIVE RULES. 
Utah administrative code. 5th; 1992. Kenneth A. Hansen, 
administrative code editor. Sandy, InfoBasiX Corp. 4 v. 
annual. 

89-656074 
Administrative agencies--rules and practice--Utah 


12172 
UTAH. DIVISION OF ADMINISTRATIVE RULES. 
Utah administrative rules table of changes, 1992; changes 
to Utah State administrative rules, January 2, 1991 through 
January 1, 1992. Michael G. Broschinsky, assistant editor. 
[ist ed.] Salt Lake City [1992] 58 p. 

92-621635 
Administrative agencies--rules and practice--Utah 


12173 
UTAH. DIVISION OF COMMUNITY 
DEVELOPMENT. Legislative report of the Utah Disaster 
Relief Board for August 1983 through January 1992, 
prepared by Keith J. Burnett. Submitted by Utah Disaster 
Relief Board in accordance with Section 63-52a-8, Utah 
Code annotated, 1953. Salt Lake City, 1992. 6 1. 


Disaster relief--Utah 
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12174 
UTAH. DIVISION OF YOUTH CORRECTIONS. 
Annual report. 1991. [Salt Lake City] 32 p. ill. 

90-642629 


Juvenile corrections--Utah 
Juvenile justice, Administration of--Utah 
Rehabilitation of juvenile delinquents--Utah 


12175 
UTAH. JUDICIAL COUNCIL. Utah State courts annual 
report. 1992. [Salt Lake City] 19 p. ill. 

75-644191 
Courts--Utah 


12176 
UTAH. LAWS, STATUTES, ETC. Utah code annotated, 
1953; volume 5B, 1992 replacement, Title 47 to Title 53B. 
Charlottesville, VA, Michie Co. [1992] xii, 662 p. 

53-6025 


Law--Utah 


12177 
UTAH. OFFICE OF THE COMMISSIONER OF 
HIGHER EDUCATION. Data book, Utah system of 
higher education. 1992-93. Submitted to the Hon. 
Norman H. Bangerter, Governor and the 49th Legislature 
of the State of Utah, general session 1992. [Salt Lake City] 
various pagings. ill. biennial. 
On t.p.: Supplement to operating budget request. 
91-662000 


Education, Higher--statistics--Utah 


12178 
UTAH. PUBLIC SERVICE COMMISSION. Annual 
report. 1989/90. [Salt Lake City] 33 p. ill. 
Report year ends June 30. 


24-27005 
Public utilities--Utah 


121799 
UTAH. STATE TAX COMMISSION. Economic and 
Statistical Unit, Selected State tax rates in the U.S. [by] 
Leslee Katayama. Salt Lake City, 1992. 8 1. ill. (Research 
publication 92-2) 


Taxation--United States 


12180 

UTAH. STATE TAX COMMISSION. [Economic and 
Utah statistics of income return year. 

1990. [By] Thomas M. Williams. [Salt Lake City] various 
pagings. (Research publication 92-1) 

87-642698 
Income--statistics--Utah 
Income tax--statistics--Utah 


12181 
VERMONT. DEPT. OF EMPLOYMENT AND 
TRAINING. Office of Policy and Information, Vermont 
current employment statistics annual summary. 1991. 
[Montpelier. 12] 1. 

91-642696 


Employment--statistics-- Vermont 


12182 
VERMONT. SECRETARY OF STATE. Vermont 
legislative directory and State manual. 1991-92. 


[Montpelier] James H. Douglas, secretary of state. 
ix, 532 p. ill. biennial. 
87-656782 


Legislative bodies--directories-- Vermont 


12183 

VIRGINIA. DEPT. FOR THE AGING. Blueprints for an 
older Dominion, proceedings and recommendations of the 
1991 Governor’s Conference on Aging [held] Richmond, 
Virginia, May 29-31, 1992. [Richmond, 1992] 17 p. (House 
document no. 57) 

Cover title: Report of the Department for the Aging 
proceedings of the 1991 Governor’s Conference on Aging 
to the Governor and the General Assembly of Virginia. 


Aged--congresses-- Virginia 
Governor’s Conference on Aging (Virginia) 


12184 
VIRGINIA. DEPT. FOR THE AGING. Report...on 
continuing care retirement communities to the Governor 
and the General Assembly of Virginia. Richmond, 1992. 
14, 2, 2, D 6 p. (House document no. 46) 


Long-term care facilities-- Virginia 
Consumer complaints--Virginia 


12185 
VIRGINIA. DEPT. OF AIR POLLUTION CONTROL. 
Study of the use of stage II vapor recovery systems: 
analysis of costs and benefits. Richmond, 1992. 47 p. ill. 
(House document no. 50) 

Cover title: Report of the Department of Air Pollution 
Control study of the use of state [ie. stage] II vapor 
recovery systems: an analysis of costs and benefits to the 
Governor and the General Assembly of Virginia. 


Gasoline pumps-- Virginia 
Vapors--environmental aspects-- Virginia 
Air--pollution-- Virginia 


1219 
VERMONT 
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12186 
VIRGINIA. DEPT. OF EDUCATION. Report of...a study 
of tracking and ability of grouping in mathematics and 
science courses in Virginia’s secondary schools to the 
Governor and the General Assembly of Virginia. 
Richmond, 1992. iii, 133 p. ill. (House document no. 58) 
92-621611 
Track system (Education)--Virginia 
Ability grouping in education-- Virginia 
Mathematical ability-- Virginia 
Science-- Virginia 


12187 
VIRGINIA. DEPT. OF EDUCATION. Report...on safety 
of school playground equipment to the Governor and the 
General Assembly of Virginia. Richmond, 1992. 41 p. + 
ill. (House document no. 26) 


Playgrounds--equipment and supplies--Virginia 


12188 
VIRGINIA. DEPT. OF HISTORIC RESOURCES. 
Report...on the financial impact of historic designation to 
the Governor and the General Assembly of Virginia. 
Richmond, 1992. 63 p. (Senate document no. 23) 
92-621612 
Historic sites--Virginia 


12189 
VIRGINIA. DEPT. OF INFORMATION 
TECHNOLOGY. Annual report. 1990/91. [Richmond] 
iii, 88 p. ill. 

Report year ends June 30. 

Available from: Controller, Dept. of Information 
Technology, 110 South Seventh Street, Richmond, VA 
23219. 

87-641661 
Data processing service centers-- Virginia 


12190 
VIRGINIA. DEPT. OF MEDICAL ASSISTANCE 
SERVICES. Report..on Medicaid coverage of therapeutic 
or personal care for adults and children to the Governor 
and the General Assembly of Virginia. Richmond, 1992. 
28 p. (House document no. 42) 


92-621613 
Medicaid-- Virginia 
Foster home care--Virginia 


12191 
VIRGINIA. DEPT. OF MENTAL HEALTH, MENTAL 
RETARDATION, AND SUBSTANCE ABUSE 
SERVICES. Virginia comprehensive State plan, 1992 - 
2000. [Richmond, 1991] 176 p. ill. 

92-621614 
Mental health planning--Virginia 
Substance abuse--planning-- Virginia 


12192 
VIRGINIA. DEPT. OF MENTAL HEALTH, MENTAL 
RETARDATION, AND SUBSTANCE ABUSE 
SERVICES. Virginia comprehensive State plan, 1992 - 
2000 [abridged. Richmond, 1991] 35 p. ill. 


Mental health planning--Virginia 
Substance abuse--planning-- Virginia 


12193 
VIRGINIA. DEPT. OF TAXATION. Division of 
Research, Taxable sales in Virginia counties & cities based 
on retail sales tax revenues; annual report. 1991. 
Richmond. 143 p. 

75-641357 
Taxation--Virginia 


12194 
VIRGINIA. DIVISION OF ENERGY. Virginia energy 
patterns and trends, Virginia energy profiles: 1960 to 1990, 
prepared by John Rentals Richmond, 1991. various 
ings. ill. 


pagings. 

92-621615 
Energy consumption-- Virginia 
Power resources-- Virginia 


12195 
VIRGINIA. DIVISION OF LEGISLATIVE SERVICES. 
Virginia General Assembly session summary & review. 
1992. [Richmond] 106, 168 p. ill. annual. 
Title on spine: Session summary & review. 
88-647567 
Bills, Legislative--Virginia 


12196 
VIRGINIA. DIVISION OF MINERAL RESOURCES. 
Bibliography of Virginia geology and mineral resources, 
1970-1979 [by] F. B. Hoffer. Charlottesville, 1992. 162 p. 
(Virginia Division of Mineral Resources publication 120) 

92-621616 

Geology--bibliography-- Virginia 
Mines and mineral resources--bibliography-- Virginia 


12197 
VIRGINIA. DIVISION OF MINERAL RESOURCES. 
Proceedings [of the] 26th Forum on the Geology of 
Industrial Minerals [held] May 14-18, 1990 [at 
Charlottesville, Virginia] Edited by Palmer C. Sweet. 
Charlottesville, 1992. ii, 188 p. ill. (Virginia Division of 
Mineral Resources publication 119) 

92-621617 
Industrial minerals--geology--congresses 
Forum on the Geology of Industrial Minerals (Virginia) 
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Monthly Checklist of State Publications Vol. 83, no. 7 


12198 
VIRGINIA. EMPLOYMENT COMMISSION. Annual 
report. Jan. 1, 1990/June 30, 1991. [Richmond] 28 p. ill. 
Issued by the Employment Commission, Office of 
Marketing and Public Affairs. 
sn87-18293 
Labor supply--Virginia 
Insurance, Unemployment--Virginia 
Employment--Virginia 
Employment agencies-- Virginia 


12199 

VIRGINIA. GOVERNOR’S JOB TRAINING 
COORDINATING COUNCIL. JTPA annual report. 
1990/91. [Richmond] 52 p. ill. 

On cover: Improving quality and accountability. 

Report year ends June 30. 

85-652016 

Occupational training-- Virginia 


12200 

VIRGINIA. INSTITUTE OF MARINE SCIENCE, 
Gloucester Point, Chesapeake Bay status of stocks report, 
1990 - 1991; Virginia and Maryland juvenile finfish data, 
young-of-the-year indices, prepared by Herbert M. Austin, 
Christopher F. Bonzek [and] Thomas C. Mosca III [for] 

Bay Stock Assessment Committee. Gloucester 
Point [1991?] 121 p. ill. (Special report in applied marine 
science and ocean engineering no. 316) 

92-621618 

Fish-culture--Chesapeake Bay 
Fishery management--Chesapeake Bay 


12201 
VIRGINIA. INSTITUTE OF MARINE SCIENCE, 
Gloucester Point, Water quality in Chesapeake Bay, 
Virginia portion, water year 1990: a report to the Virginia 
Water Control Board, by Kevin Curling and Bruce 
Neilson. Gloucester Point, 1991. 147 1. ill. (Data report 37) 
92-621619 
Water quality--Chesapeake Bay 


12202 
VIRGINIA. OFFICE OF SUBSTANCE ABUSE 
SERVICES. Directory of community substance abuse 
programs in the Commonwealth of Virginia. Richmond, 
1992. v, 62 p. ill. 

Cover title: Commonwealth of Virginia directory of 
community substance abuse programs. 

Available from: Lynette Thornhill, Office of Substance 
Abuse Services, DMHMRSAS, P. O. Box 1797, Richmond, 
VA 23214. 

92-621620 
Substance abuse--services for--directories-- Virginia 


12203 
VIRGINIA. STATE CORPORATION COMMISSION. 
Report...on "wheeling" of electricity in southwest Virginia 
to the Governor and the General Assembly of Virginia. 
Richmond, 1992. II, 19 p. ill. (House document no. 39) 


Electric power distribution--Virginia 


12204 
VIRGINIA. STATE CRIME COMMISSION. 
release of information on juvenile felons to the Governor 
and the General Assembly of Virginia. Richmond, 1992. 
13 p. + ill. (Senate document no. 22) 

92-621621 

Juvenile delinquents--Virginia 
Juvenile justice, Administration of--Virginia 


12205 
VIRGINIA. STATE WATER CONTROL BOARD. 
Chesapeake Bay Office. Second progress report, 
Chesapeake Bay basinwide nutrient reduction strategy, 
Virginia point source programs. Richmond, 1992. iv, 28 p. 
ill. (State Water Control Board. Information bulletin 587) 
92-621622 
Water--pollution-- Virginia 
Estuarine area conservation--Chesapeake Bay 


12206 
VIRGINIA. TIDEWATER AGRICULTURAL 
EXPERIMENT STATION, Suffolk, Applied research on 
field crop disease control. 1991. [By] P. M. Phipps. Suffolk. 
v, 70 p. (Information series no. 297) 

sc84-7826 


Field crops--diseases and pests--control 


12207 

VIRGINIA. OF VIRGINIA, 

ice, Projections of 
ocuaaieal statistics to 2010 [by] Michael A. Spar, 
Susan H. Sakurada [and] Julia H. Martin. Charlottesville, 
1991. 54 p. ill. (Virginia statistical series) 

92-621623 

School attendance--forecasting-- Virginia 


12208 
VIRGINIA. UNIVERSITY OF veer 


Economics Section, Economic impact of the "Virginia 
Horse Center [by] Tyler J. Fox [and] John L. Knapp. 
[Charlottesville] 1991. v, 50 p. ill. 

92-621624 
Equestrian centers--economic aspects--Virginia 


1221 
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12209 


A ier “supply for the city ‘of 
Fredericksburg and the counties of Stafford and 

Spotsylvania [by] John L. Knapp [and others] Sponsored by 
city of Fredericksburg [and others. Charlottesville] 1991. 
xiii, 85 p. ill. 

92-621625 

Labor supply--Virginia--Fredericksburg 
Labor supply--Virginia--Stafford County 


Labor supply--Virginia--Spotsylvania County 


12210 
VIRGINIA. UNIVERSITY OF VIRGINIA, 


ic! 

Health Scicoces Library, Annual report. 1990/91. 

[Prepared by Anne Wood Humphries, Gretchen 

Naisawald, and Linda Watson. Charlottesville] 24 p. ill. 
84-647252 

Medical libraries--Virginia--Charlottesville 


12211 
VIRGINIA. VIRGINIA COMMONWEALTH 


Virginia’s homeless intervention program: an evaluation, 

by Gary T. Johnson [and others. Richmond, 1991] 121 p. 
92-621626 

Homelessness-- Virginia 


12212 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, Blacksburg. Cooperative 
4H personal appearance, clothing, and 
textiles ideas for exhibits, presentations, and projects 
[adapted by Beatrice Kalka and Karen Bruck. Blacksburg] 

1992. 8 p. (Publication 346-145) 
Issued in cooperation with Virginia State University. 

A reprint. 


Four-H club projects 


12213 

VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, Blacksburg. Cooperative 
Extension Service, 1991 soft red winter wheat quality: 
issues for producers, merchants, and millers [compiled by 
the Agricultural Research Service, USDA and others. 
Blacksburg] 1991. 44 p. ill. (Publication 448-051) 

—— in cooperation with Virginia State University. 

50. 


Wheat 


12214 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, Blacksburg. Cooperative 
Extension Service, Exploring photography; II 
member’s manual. [Chevy Chase, MD, National 
4-H Council] 1991 [c1990] 42 p. ill. (Publication 396-202) 
Issued in cooperation with Virginia State University. 
A reprint. 
Four-H club projects 


12215 

VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, Blacksburg. Cooperative 
Extension Service, Freshwater fish farming in Virginia: 
selecting the right fish to raise [by Louis A. Helfrich, D. J. 
Orth, and R.J. Neves. Blacksburg] 1992. 34 p. ill. 
(Publication 420-010) 

Issued in cooperation with Virginia State University. 

A reprint. 


Fish-culture-- Virginia 


12216 

VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, Blacksburg. Cooperative 
Extension Service, Introduction to 4H soil judging in 
Virginia [by Jinx L. Baney and Mike L. Rogers. 
Blacksburg] 1991. 17 p. ill. (Publication 452-222) 

Issued in cooperation with Virginia State University. 

A reprint. 


Four-H club projects 


12217 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, 
Extension Service, Starting a family child care business [by 
Valya G. Telep. Blacksburg] 1992. 38p._ ill. 
(Publication 350-039) 
Issued in cooperation with Virginia State University. 


Day care centers 


12218 
VIRGINIA. VIRGINIA POLYTECHNIC INSTITUTE 
AND STATE UNIVERSITY, 

Virginia soybean variety evaluation tests 
in 1991, by P.F. Reese, Jr, and J.M. Worrell. 
[Blacksburg, 1992] 17 p. (Publication 424-101) 

Issued in cooperation with Virginia State University. 


Soybean--varieties-- Virginia 


12219 
VIRGINIA. VIRGINIA STATE UNIVERSITY, 
Petersburg. Annual report. 1990/91. [Petersburg] 48 p. ill. 


State universities and colleges--Virginia--Petersburg 


ae UNIVERSITY, Richmond, Center for Public Affairs, 
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12220 
VIRGINIA. VIRGINIA WATER RESOURCES 
RESEARCH CENTER. re of atrazine, 
cyanazine, and dicamba in wetland soils [by] J.D. Gu [and 
others] Blacksburg, 1992. xii, 72 p. ill. (Bulletin om 

Single copies free to persons and organizations within 

Virginia; out-of-State, $10.00 a copy. 

91-68419 
Herbicides--biodegradation 


12221 
VIRGINIA. VIRGINIA WATER RESOURCES 
RESEARCH CENTER. Surface water quality trends in 
southwestern Virginia, 1970-1989. [Vol.] 1. Seasonal 
Kendall analysis [by] Carl E. Zipper [and others] 
Blacksburg, 1992. x, 99 p. ill. (Bulletin 173) 

Single copies free to persons and organizations within 

Virginia; out-of-State, $10.00 a copy. 

91-65117 
Water quality-- Virginia 


12222 
WASHINGTON. COMMISSION ON JUDICIAL 
CONDUCT. Annual report. 11th; 1991. Olympia. 58 p. ill. 
88-640919 


Judges--discipline--Washington 


12223 
WASHINGTON. COURT OF APPEALS. Washington 
appellate reports; cases determined in the Court of 
Appeals of Washington. Vol. 61; Apr. 23/Aug. 5, 1991. 
Ray A. Krontz, reporter of decisions. Truman S. Fuller Il, 
deputy reporter. David M. Kenworthy, senior assistant 
reporter. [Olympia] xxxii, 1092 p. 

73-647494 
Law reports, digests, etc.--Washington 


a Puget ce teat fishery, 1985-1990, by 
Jon D. Anderson [and] Douglas A. Milward. [Olympia] 
1992. iii, 105 p. ill. (Dept. of Fisheries. Progress report 


no. 295) 

sn78-5338 
Coho salmon--Puget Sound 
Salmon-fisheries--Puget Sound 


12225 
WASHINGTON. DEPT. OF REVENUE. Sales and use 
tax deferrals and business and occupation tax credits. 
[Olympia] 1991. [4] p. (Information on Washington’s tax 
structure number 2) 
Deferrals and credits. 
Series number duplicated. 


Deferred tax--Washington 
Sales tax--Washington 
Use tax--Washington 


12226 
WASHINGTON. DEPT. HEALTH 


of Rescarch and Data Analysis, Adolescent clients of 
Washington State’s Division of Alcohol and Substance 
Abuse services: a descriptive study [by] Lydia M. Andris 
[and others. Olympia] 1992. ix, 129 p. ill. 

Issued in cooperation with Division of Alcohol and 
Substance Abuse. 

92-621636 

Youth--substance use--treatment--Washington 


12227 
WASHINGTON. DEPT. OF 


of Research and Data Analysis, Adolescent project pilot 
for an outcome study, prepared by Jenifer H. Louden 
[and] Sheku G. Kamara. [Olympia] 1992. vii, 77 p. ill. 
Issued in cooperation with Division of Alcohol and 
Substance Abuse. 
92-621637 
Youth--substance use--treatment--Washington 


12228 
WASHINGTON. DEPT. OF —— AND HEALTH 


of Rescarch and Data Analysis, Cost of living in 1991 for 
low-income families in Washington State [by] Jim Mayfield 
and Aaron Lowin. Olympia, 1991. x, 78 p. ill. 

92-621638 
Poor--W; 


ashington 
Cost and standard of living--Washington 


12229 
WASHINGTON. MARINE FISH/SHELLFISH 
PROGRAM. Habitat associations of juvenile rockfishes 
from inland marine waters of Washington State: an 
annotated bibliography and review, by James E. Norris. 
[Olympia] 1991. 31 p. (Dept. of Fisheries. Technical report 


no. 117) 
sf79-10239 
Striped bass--bibliography--Washington 


1223 
WASHINGTON 
122A 


1224 
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12230 
WASHINGTON. PUGET SOUND WATER QUALITY 
AUTHORITY. Puget Sound Water Quality Authority 
questions and answers on local government wetlands 
protection programs (element Wea 1 of the 1991 Puget 
Sound water 


quality management plan). [Seattle, 1991] 4 p. 
Wetland conservation--Washington 


12231 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, Pullman. Cooperative Extension. 4-H food 
and nutrition exhibit guidelines [by Val Hillers and Jan 
Hiller. Pullman, 1991] 4 p. ill. (EM4841) 


Four-H club projects 

12232 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, 4-H 


Pullman. Cooperative Extension. 
projects and publications: a guide to enrollment. 1991/92. 
Prepared by Bernard C. Downing. Edited by Jill Whelchel. 
Pullman. iv, 38 p. (EM2778) 


Four-H club projects 


12233 

WASHINGTON. WASHINGTON STATE 
UNIVERSITY, Pullman, Cooperative Extension. 1991 
directory of organizations compiled for the staff of the 
College of Agriculture and Home Economics, Washington 
State University. Pullman, Information Dept., College of 
Agriculture and Home Economics, Washington State 
University [n.d.] 22 p. (MISC 0080) 


Agricultural industries--directories--Washington 


12234 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, i 


Pullman. __Cooperative __Extension, 
Agricultural pesticides, issues and options for Washington 
State: proceedings of the November 1990 workshop held 
in Wenatchee, Washington. Edited by Jay F. Brunner and 
David R. Penman. Sponsored by the College of 
Agriculture and Home Economics at Washington State 
University. [Pullman, 1991] 53 p. (MISCO147) 

92-621639 

Pesticides--congresses--Washington 
Spraying and dusting in agriculture--congresses-- 
Washington 


12235 


other beneficial insocts por fist. (Pullman, n.d.] 
folder. (C0834) 


State publications--Washington 


12236 


picada [by Sue Nicholson Butkus. Rev.) Pullman [1991. 
4] p. ill. (EM4709S) 


Cookery (Meat) 


12237 
WASHINGTON. WASHINGTON STATE 
UNIVERS: i j 


ITY, Pullman. Cooperative Extension, 
fruit flies. [Rev. Pullman, 1991. 2] p. ill. (EB1068) 
Insect answers. 


Cherry fruit-fly 


12238 
WASHINGTON. STATE 
UNIVERSITY, P 


nsiO n, Clothing 
construction skills checklist. [Rev. Paes, 1991, 12] p. 
(C0677) 


Four-H club projects 


12239 
WASHINGTON. WASHINGTON 


Educational materials, Washington State University, 
College of Agriculture and Home Economics, 

Extension, Agricultural Research Center. [Pullman] 1991. 
43 p. (C0506) 


Agricultural extension work 


12240 


Equestrian safety: a for riding. 
[Pullman, 1991] 16 p. ill. (EM4849) 


Horsemanship 


122A1 
WASHINGTON. STATE 


ITY, erativ ily 
living account book. “[Rev. Pullman, 1991] (EB0544) 
Home economics--accounting 

122A2 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, Pullman. Cooperative Extension, Farm 
management publications. [Pullman, n.d.] folder. (C0822) 


Farm management 
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12243 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, 


Pullman. Cooperative Extension, Fitting 
and showing lambs [by William E. McReynolds. Rev. 
Pullman, 1991. 4] p. ill. (EM3485) 

4-H supplemental material. 
Four-H club projects 
12244 
igh WASHINGTON STATE 
nutrition [Pullman, folder. (C0910) 


Nutrition 


12245 


of rabbit terms. [Rev. 1991] 8 
4-H supplemental material. 


Four-H club projects 


12246 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, Grape 
publications. [Pullman, n.d. 3] p. (C0826) 
Grapes 


12247 
WASHINGTON. WASHINGTON 
industry profile of Washington caltlomen: an 
management practices [by] Joseph G. Schimmel and 
Richard J. Johnson. Pullman [1991] 12 p. ill. 
Cattle breeders--Washington 


12248 
WASHINGTON. WASHINGTON STATE 
UNIVERS| jon, Insect 


ITY, Pullman. Cooperative Extension. 
answer series publications list. [Pullman, n.d.] folder. 
(C0879) 


Insects 


12249 
WASHINGTON. WASHINGTON STATE 


leaders; working (eompiled by 
the Primary Task Force. Pullman, 1991] 4 p. ill. (EM4840) 


Four-H club projects 


12250 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, Pullman. Cooperative Extension, Lawns, 
ornamentals, and houseplant publications for western 
Washington. [Pullman, n.d.] folder. (C0838) 


Agricultural extension work 


12251 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, Pullman, Cooperative Extension, Let’s 
preserve; sell, j jam, spreads [developed by Penn State 
Cooperative Extension. Pullman, 1992] 6 p. (EB1665) 


Jam 


Jelly 


12252 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, i i 


> Pullman. Cooperative Extension, Lygus 
bugs and their predators [by Dan Mayer and Carl 
Johansen. Rev. Pullman, 1991. 2] p. ill. (EB1604) 
Insect answers. 


Lygus 


12253 
WASHINGTON. WASHINGTON STATE 


UNIVERSITY, Pullman, Cooperative __ Extension. 
Managing forestlands in Washington, an illustrated guide 
for forest stewardship. [Rev. Pullman, 1991] 55, 19 p. ill. 
(MISCO138) 


Forest management 


12254 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, Pullman. Cooperative Extension, Odorous 
house ant [by Roger D. Akre and Arthur L. Antonelli. 
Rev. Pullman, 1991. 2] p. ill. (EB1550) 
Insect answers. 


Ants 


12255 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, Pullman, Cooperative Extension, Peaches, 
apricots, plums, cherries, flowering prunus disease and 
insect spray schedule for home orchards [by Ralph S. 
Byther, Arthur Antonelli, and Otis Maloy. Rev. Pullman, 
1991. 3] p. (EB0918) 
Fruit--diseases and pests 

12256 
WASHINGTON. WASHINGTON STATE 


UNIVERSITY, Pullman, Cooperative Extension, Pesticide 
licensing guide. [Rev. Pullman, 1991. 4] p. (MISCO078) 


Pesticides 


1225 
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12257 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, 


Pullman. Cooperative Extension, Plant 
disease series ‘publications list. [Pullman, n.d.] folder. 
(C0880) 


Agricultural extension work 


12258 
UNIVERSITY, F 


health pest control [by] Carol A. Ramsay [and] Gary L. 
Thomasson. [Pullman, 1991] 42 p. ill. (MISCO151) 


Pests--control 


12259 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, i i 
Publications in color. [Pullman, n.d.} folder. (C0870) 
Agricultural extension work 


12260 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, Pullman. Cooperative Extension, Rabbit 
fitting and showmanship guide [by Daniel K. Andrews. 
Rev. Pullman, 1991. 4] p. ill. (EM3486) 
4-H supplemental material. 


Four-H club projects 


12261 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, Pullman. Cooperative Extension, Read 
pesticide labels [by Roy M. Davidson Jr., and Arthur L. 
Antonelli. Rev. Pullman, 1991] folder. ill. '(EB1468) 


Pesticid 


12262 
WASHINGTON. WASHINGTON 
UNIVERSITY, 


disposal of home ee pesticides [by] Gary = Themeen. 
[Rev. Pullman, 1991. 1] 1. (EB1386) 


Pesticides 
12263 
the 4-H dairy "calf [by William F. Kelso. Hier. Pullman 
1991] 4 p. (EM2797) 
4-H supplemental material. 
Four-H club projects 


12264 


sion, Selenium 
related disorders in Wesllegpon livestock [by] N. L. Gates 
and K. A. Johnson. [Pullman, 1991. 2] p. ill. (EB 1607) 


Selenium in animal nutrition 


12265 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, Pullman. Cooperative Extension, Stored 
grain pest control; a study manual for certification in 
stored grain pest control [by] Gary L. Thomasson and 
Carol A. Ramsay. [Pullman, 1991] 26 p. ill. (MISCO157) 


Grain--storage--diseases and _pests--control--handbooks, 
manuals, etc. 


12266 
WASHINGTON. WASHINGTON STATE 
UNIVERSITY, Pullman, Cooperative __Extension, 
Washington State 4-H/youth program policy. [Rev. 
Pullman, 1991. 4] p. (EM0758) 


Four-H clubs--Washington 


12267 
WASHINGTON. 


Washington State Extension 
secretary's book. Rev. [Pullman] 1991. unpaged. (C0487) 


Homemakers 


12268 
WASHINGTON. STATE 


Cooperative Estension: mission, goals, and 
accomplishments. [Pullman] 1991. [3] p. (MISCO153) 


Agricultural extension work--Washington 


12269 
WASHINGTON. WASHINGTON 


Yellowjackets and paper wasps [by = D. yoy 
Arthur L. Antonelli. Rev. Pullman, 1991] 6 p. ill. (EB0643) 


Wasps 
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12200 

WASHINGTON. WASHINGTON STATE 
UNIVERSITY, 

Bandelier archaeological excavation project: summer 1989 
excavations at Burnt Mesa Pueblo. Edited by Timothy A. 
Kohler. With contributions by Ingrid K. Carlson [and 
others. Pullman, 1990] xii, 165 p. ill. (WSU Dept. of 
Anthropology reports of investigations 62) 


$14.75. 
92-621640 
Archaeological surveying--New Mexico 
Excavations (Archaeology)--New Mexico 
Pueblo Indians--antiquities--New Mexico 


12271 
WEST VIRGINIA. DIVISION OF NATURAL 
—— Annual report. 1989/90. [Charleston] 
101 p. ill. 
Report year ends June 30. 
36-28392 
Natural resources--West Virginia 
Conservation of natural resources--West Virginia 


12272 
WISCONSIN. AGRICULTURAL IMPACT PROGRAM. 
Agricultural impact statement, addendum to Whitewater 
school expansion, Walworth County [by Peter L. Nauth. 
Prepared by Wisconsin Dept. of Agriculture, Trade & 
Consumer Protection under Section 32.035 of the 
Wisconsin statutes. Madison, 1992] 4, ii p. ill. 


School buildings--design and construction--environmental 
aspects--Wisconsin--Walworth County 


12273 
WISCONSIN. AGRICULTURAL IMPACT PROGRAM. 
Agricultural impact statement, North Crawford school 
expansion, Crawford County [by Peter L. Nauth. Prepared 
by Wisconsin Dept. of Agriculture, Trade & Consumer 
Protection under Section 32.035 of the Wisconsin statutes. 
Madison, 1992] 5, ii p. ill. 


School facilities--Wisconsin--Crawford County 


12274 
WISCONSIN. AGRICULTURAL IMPACT PROGRAM. 
Agricultural impact statement, STH 70, Mud Hen Lake to 
Doctor Lake, Burnett County [by Elizabeth Ivers. 
Prepared by Wisconsin Dept. of Agriculture, Trade & 
Consumer Protection under Section 32.035 of the 
Wisconsin statutes. Madison, 1992] 22, v, iii p. ill. 


Roads--design and construction--environmental aspects-- 
Wisconsin--Burnett County 


12275 
WISCONSIN. DEPT. OF AGRICULTURE, TRADE, 
AND CONSUMER PROTECTION. Biennial report. 
1989/91. [Madison] 29 p. ill. 
Report period ends June 30. 


81-641653 
Agriculture--Wisconsin 


12276 
WISCONSIN. DEPT. OF MILITARY AFFAIRS. Biennial 
report. 1989/91. Madison. 26 p. ill. 
Distributed by: Document Sales, Central Services 
Building, 202 S. Thorton Avenue, Madison, WI 53702. 
72-623104 
Military departments and divisions--Wisconsin 


12277 
WISCONSIN. HOUSING AND ECONOMIC 
DEVELOPMENT AUTHORITY. Annual report. 1991. 
[Madison] 28 p. ill. 

86-649143 
Housing authorities--Wisconsin 
Economic development--Wisconsin 


12278 
WISCONSIN. LEGISLATIVE COUNCIL. 
Annual report. 1991. [By Ronald oa 
and Richard Sweet] Madison. iv, 24 p. 
85-645850 


Administrative procedure--Wisconsin 


1279 
WISCONSIN. LEGISLATIVE REFERENCE BUREAU. 
Compensation of Wisconsin legislators, 1836 through 1991 
legislative sessions, prepared by Patricia Meloy. [Madison] 
1992. 8 p. (Wisconsin briefs 92-3) 

The briefs are not available for distribution by the 

Bureau. 

sf81-4077 
Legislators--salaries, etc.--Wisconsin 
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12280 
WISCONSIN. LEGISLATIVE REFERENCE BUREAU. 
Constitutional amendments to be considered by the 
Wisconsin electorate, April 7, 1992, prepared by Gary 
Watchke. [Madison] 1992. 12 p. (Wisconsin brief 92-2) 

The briefs are not available for distribution by the 

Bureau. 

sf81-4077 
Constitutional amendments--Wisconsin 


12281 
OF JUSTICE ASSISTANCE. 


si is Center, 1991 household 

pg abuse survey. Madison, 1992. vi, 36 p. ill. 
92-621641 

Drug abuse--public opinion--Wisconsin 

Narcotics, Control of--public opinion--Wisconsin 


12282 
WISCONSIN. OFFICE OF THE COMMISSIONER OF 
SAVINGS AND LOAN. Annual report on the condition 
of Wisconsin savings and loan associations. 1991. Madison. 


TB p. 
79-643654 
Savings and loan associations--Wisconsin 


12283 
WISCONSIN. PUBLIC RECORDS AND FORMS 
BOARD. Biennial report. 1989/91. [Madison] 8 1. 
Report period ends June 30. 


Public records--Wisconsin 


12284 
WISCONSIN. SUPREME COURT. Callaghan’s official 
Wisconsin ; cases determined in the Supreme Court 
and Court of Appeals of Wisconsin. Vols. 164-165, 2d ser; 
June 6/Nov. 20, 1991; Sept. 12, 1991/Jan. 23, 1992. 
Reported by the publisher’s editorial staff. Rochester, NY, 
Lawyers Cooperative Pub. 2 v. ill. 


86-640008 
Law reports, digests, etc.--Wisconsin 


12285 

WISCONSIN. UNIVERSITY OF WISCONSIN, Madison. 
Sea Grant Institute, Estimating Great Lakes water 
consumption: analysis of existing models [by] Kwame 
Arhin [and others. Madison, 1991] ix, 69 p. ill. (Technical 
report no. WIS-SG-91-249) 

Issued in cooperation with the Institute for 
Environmental Studies, University of Wisconsin-Madison. 

University of Wisconsin-Madison. Institute for 
Environmental Studies. IES report 139. 

$8.00; make checks or money orders payable to 
University of Wisconsin-Madison, payment in USS. 
currency drawn on a U.S. bank, orders under $20.00 
prepaid, orders for 10 or more copies qualify for bulk 
prices; available from: Communications Office, UW Sea 
Grant Institute, 1800 University Ave., Madison, WI 
53705-4094 or Office of Publications, Information & 

Institute for Environmental Studies, 550 N. Park 
St., 15 Science Hall, Madison, WI 53706-1491. 
92-621642 

Water consumption--Great Lakes 
Water use--Great Lakes 


ASSOCIATIONS OF STATE OFFICIALS 
AND REGIONAL ORGANIZATIONS 


12286 

Optimal product mix and monthly cash flows for 
container-grown plants in climatic zones 8 and 9 
[by] Charles R. Hall, Travis D. Phillips [and] Forrest 
Stegelin. [Prepared for] Southern regional research 
project S-103. [College Station, TX] Texas A&M 
University, Dept. of Agricultural Communications, 1991. 
20 p. ill. (Southern cooperative series bulletin 365) 


56-23692 
Plants, Potted 
Nurseries (Horticulture) 


12287 

COUNCIL OF STATE GOVERNMENTS. The changing 
arena: State strategic economic development, by Lee 
Walker. [Lexington, KY] Council of State Governments, 
Division of Policy Analysis Services, c1989. vii, 47 p. 
(Economic development in the States, v. 2) 

Address: P.O. Box 11910, Lexington, KY 40578-1910. 

$20.00. 
90-111634 
Economic development--United States 
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12288 
COUNCIL OF STATE GOVERNMENTS. The contract 
cookbook for purchase of services, by John Short. 2d ed. 
Lexington, KY, National Association of State Purchasing 
Officials, c1990. v, 61 p. 
$25.00. 
92-103710 


Government purchasing--United States 
Public contracts--United States 


12289 
COUNCIL OF STATE GOVERNMENTS. The dynamic 
West: a region in transition, a guide for State policy 
makers on the top ten trends transforming the West [by] 
Katherine M. Albert, William B. Hull, and Daniel M. 
Sprague. [Lexington, KY] c1989. 58 p. ill. 
At head of title: WESTRENDS. 
$30.00. 
89-168373 
Economic history--statistics--West (United States) 
Economic policy--statistics--West (United States) 


12290 

COUNCIL OF STATE GOVERNMENTS. Final report 
& recommendations of the National Commission to 
Restructure the Interstate Compact for the Supervision of 
Parolees & Probationers. Lexington, KY, 1990, c1989. 
various pagings. 

Issued in cooperation with the Parole & Probation 
Compact Administrators’ Association. 

Cover title: Interstate compact for the supervision of 
—_ and probationers manual. 

.00. 


92-127707 
Parole--handbooks, manuals, etc. 
Probation--handbooks, manuals, etc. 


12291 
COUNCIL OF STATE GOVERNMENTS. Issues in 
professional regulation: a special study report on State 
compliance with the Consumer-patient radiation health 
and a act of 1981. Lexington, KY, c1991. ii, 17 1. 
.00. 


92-123253 
Radiologists--United States 
Radiology, Medical--United States 
Radiation--safety regulations--United States 
Radiologic technologists--licenses--United States 


12292 
COUNCIL OF STATE GOVERNMENTS. A model law 
for campaign finance, ethics, and lobbying regulation. 


Edited by Edward D. Feigenbaum, John L. Larsen, and 
Betty so Reynolds. Lexington, KY, c1991. 89 p. 
.00. 


92-123271 
Campaign funds--United States 
Lobbying--United States 
Financial disclosure--United States 
Conflict of interests--United States 


12293 
COUNCIL OF STATE GOVERNMENTS. Positive 
guidance: new visions for safer highways, the report of the 
National Advisory Task Force on Positive Guidance. 
Editors: Robert A. Krause and Mack C. Shelley Il. 
Lexington, KY, Council of State Governments, Center for 
1990. v, 82 p. ill. 
.00. 


91-173958 
Traffic safety--United States 


12294 
COUNCIL OF STATE GOVERNMENTS. Purchasing 
preference practices, a 50 State overview, by Robin J. Zee. 
Lexington, KY, c1989. 27 p. 


$15.00. 
89-168415 
Government purchasing--United States 


12295 
COUNCIL OF STATE GOVERNMENTS. Regional 
wastewater treatment systems: a national survey of State 
problems and solutions, by Karen Marshall. Lexington, 
KY, Council of State Governments, Center for 
Environment, 1991. 38, 27 p. ill. 

$20.00. 

92-123431 
Sewage disposal plants--United States 
Sewage disposal--government policy--United States 
Water quality management--United States 


12296 
COUNCIL OF STATE GOVERNMENTS. Resource 
guide to State environmental management, by R. Steven 
Brown, John M. Johnson, and Karen Marshall. 2d ed. 
[Lexington, KY] Council of State Governments, Center for 
the Environment and Natural Resources, c1990. iv, 198 p. 


ill. 
$40.00. 
91-218135 
Environmental policy--directories--United States 
Natural resources--directories--United States 


12297 
COUNCIL OF STATE GOVERNMENTS. State and 
local government purchasing. 3d ed. Lexington, KY, 
National Association of State Purchasing Officials, c1989. 
260 p. 

$24.75. 

89-116671 

Government purchasing--United States 


12298 
COUNCIL OF STATE GOVERNMENTS. State business 
incentives and economic growth: are they effective? A 
review of the literature, by Roger Wilson. [Lexington, KY] 
ae (Economic development in the States, v. 1) 
00. 


90-108514 
Industrial promotion--United States 
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12299 
COUNCIL OF STATE GOVERNMENTS. State treasury 
activities & functions, prepared by Marysia Reid and 
Kathy Tyson. [Lexington, KY] National Association of 
1990. vi, 137 p. ill. 
00. 


91-211075 
Investment of public funds--United States 
Finance, Public--United States 


12300 
COUNCIL OF STATE GOVERNMENTS. The States 
and business incentives: an inventory of tax and financial 
incentive programs, by Keon S. Chi. [Lexington, KY] 
Council of State Governments, Division of Policy Analysis 
Services, c1989. vi, 113 p. (Economic development in the 
States, v. 3) 

$20.00. 

90-111665 
Tax incentives--United States 
Industrial promotion--United States 


12301 
INTERSTATE SANITATION COMMISSION. Report of 
the Interstate Sanitation Commission on the water 
pollution control activities and the interstate air pollution 
program. 1991. New York. 64, A 3, B 1, C 1 p. ill. 
Cover title: Annual report. 
Address: 311 West 43rd Street, New York, NY 10036. 
58-63701 
Water quality management--New York 
Water quality management--New Jersey 
Water quality management--Connecticut 
Air quality--Connecticut 
Air quality--New York 
Air quality--New Jersey 


NORTHWEST POWER PLANNING COUNCIL. 
Proposed amendments to the Columbia Basin fish and 
wildlife program, phase II: mainstem survival, harvest, 
production and other measures to protect salmon and 
steelhead. Portland, OR, 1991. viii, 68, 43, 78, 8, 1 p. ill. 
(Document 91-25) 

Cover title: Proposed amendments with technical 
appendices, mainstem survival, harvest, production and 
other measures to protect salmon and steelhead; Columbia 
River Basin fish and wildlife program. 

Address: 851 S.W. Sixth Avenue, Suite 1100, Portland, 
OR 97204. 

92-621627 
Fishery management--Columbia River Basin 
Salmon-fisheries--Columbia River Basin 
Steelhead (Fish)--Columbia River Basin 


12303 
NORTHWEST. POWER PLANNING COUNCIL. 
Proposed protected areas changes: 1992 rulemaking. 
[Portland, OR] 1992. 14 p. 
On cover: 92-09. 


Fish habitat improvement--Columbia River Basin 
Wildlife habitat improvement--Columbia River Basin 


12304 
UPPER COLORADO RIVER COMMISSION. Annual 
report. 43rd; 1990/91. Salt Lake City. vii, 95 p. ill. 
Address: 355 South Fourth East Street, Salt Lake City, 
UT 84111. 


53-63105 
Water resources development--Colorado River 
Watershed management--Colorado River 


STATE LIBRARY SURVEYS, STUDIES, MANUALS, 
AND STATISTICAL REPORTS 


ILLINOIS. STATE LIBRARY, Springfield, Study of the 

feasibility of developing a CD-ROM network among 

multitype libraries in the Bloomington-Normal 

metropolitan area, submitted by José-Marie Gfiffiths. 

Prepared for CornBelt Library System. Knoxville, TN, 

King Research, Inc., 1991. 2, 25, 7, 11, A 41. ill. 
92-621504 

Local area networks (Computer networks)--library 

applications--Illinois 

Microcomputers--library applications--Illinois 

Optical disks--library applications 

Libraries--automation--Illinois 

CD-ROM--Illinois 


NEBRASKA. LIBRARY COMMISSION. Nebraska long 
range plan for library services; as required by the Library 
services and construction act amendments of 1990, 
P. L. 101-254, 1990/91-1992/93. [Lincoln] 23 p. 

sn77-531 
Library services--planning--Nebraska 


NORTH DAKOTA. STATE LIBRARY, Bismarck. 
Biennial report to the Governor of North Dakota. 
1989/91. [Bismarck] 19 p. ill. 
Report period ends June 30. 
82-646062 
State libraries--North Dakota 
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NORTH DAKOTA. STATE LIBRARY, Bismarck, North 
Dakota library statistics. 1989/90. Bismarck. ix, 88 p. ill. 
Report period ends June 30. 
79-642503 
Public libraries--statistics--North Dakota 


OREGON. STATE LIBRARY, 
Development Services. Directory and statistics of Oregon 
libraries. 1990/91. Compiled by Jim Scheppke, Mary 
Ginnane, and Valerie Vogt. Salem. 154 p. ill. 

Report year ends June 30. 

78-645032 

Libraries--directories--Oregon 
Libraries--statistics--Oregon 


SOUTH CAROLINA. STATE LIBRARY, Columbia, 
Annual report. 1990/91. [Columbia] State Budget and 
Control Board. 60 p. ill. 


State libraries--South Carolina 


TEXAS. EDUCATION AGENCY. Office of the Deputy 
fo 


Development, Planning the center facility ‘fr 
the 1990s and beyond. Austin [1991] viii, 92 p. ill. 

$2.00; available from the Publications Distribution 
Office, Education Agency, 1701 North Congress Avenue, 
Austin, TX 78701-1494. 

92-621608 

Instructional materials centers 
Audio-visual library service 
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~Nebraska, 11497 


Rural roads, 12159 
Résumés (Employment), 11596 


Salamanders 
~Massachusetts, 11298 


Sales tax 
—Colorado, 10588-10589 
—Maine, 11123-11126 
—Tennessee, 12104 
~Washington, 12225 


Salmon-fisheries 
~Alaska, 10235, 10238 
—Kentucky, 11043 ~-Columbia River Basin, 12302 
—New Hampshire, 11609-11610 


Roads 
~base courses, 10953 
~design and construction, 12155 
aspects 


~interchanges and intersections, 12158, 12160 
maintenance and repair 
—safety measures, 10469, 10906, 10913 
—California, 10454 
~lowa, 10957 
-snow and ice control 
—Colorado, 10557 
statistics 
-Missouri, 11386 
~Alaska, 10254 


Roads, Gravel 
—Maine, 11143 
-Virginia, 12207 
~Maine, 11152 


School buildings 
~design and construction 
—costs 
~Maine, 11155 
~environmental aspects 
—Wisconsin 
~Walworth County, 12272 
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Right to die, 11026 
Fisk-taking (Psychology) in adolescence 
Registers -New Hampshire, 11593 
~Alaska, 10295 ~South Dakota, 12086 
~—New Jersey, 11635 —aeration 
~mathematical models, 12165 
-North Carolina, 11779 
~Alaska, 10226 
—lilinois River, 10896 
Road maps 
Reparation ~Alabama, 10208 
~Connecticut, 10604 —Florida, 10665 
Research institutes 
Champaign, 10839 
-South Carolina, 12056 
—Texas Sand 
—College Station, 12154 ~South Dakota 
—Codington County, 12088 
: Reservoirs ~Lincoin County, 12089 
~temperature —New Mexico, 11667 
~mathematical models ~Albuquerque, 11669 Sanitary engineers 
~Montana ~Angel Fire, 11665 ~Alaska, 10250 
Bernalillo County, 11666 
~Sandoval County, 11666 Sanitary landfills 
10824 
~Multnomah County, 11943 -lilinois, 10824 
—Utah 
tf —Sandy, 12170 Savings and loan association failures 
United State, 10391 
Burnett County, 12274 
—Hilinois, 10814 Savings and loan associations 
-finance —Ohio, 11861 
Nebraska, 11523 
guard fences, 10951 Scholarships, 10533 
ae Restaurants, lunch rooms, etc. 
~taxation School administrators 
—certification 
—New Jersey, 11634 
~directories 
a School-age child care 
Minnesota, 11319 
| 
~New Mexico, 11670 
: Rural development 
Rice Colorado, 10531 
—research Illinois, 10930 
~Arkansas, 10332 ~Minnesota, 11355 
varieties, 11066 ~Oklahoma, 11885 
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—Minnesota, 11318 
~Nebraska, 11510 


-Virginia, 12186 
Searches and seizures, 10424 
Secondhand trade 
~law and legislation 
—Ohio, 11869 
Securities, 11395 
~law and legislation 


~Alaska, 10284, 10286 
-Missouri, 11393 


Sediment, Suspended, 12166 
Sediment transport, 12166 


—Clearwater County, 10718 
-Shoshone County, 10718 


Separation (Technology), 10321 


Septic tanks 
—Missouri, 11412 


Settlement costs, 11156 


Sewage disposal 
government policy 
—United States, 12295 
~Alaska, 10218-10219 


statistics 


~Maryland, 11184-11185 


—Puerto Rico, 12008 
—lilinois, 10885, 10931 
~lowa, 10974 
—Kentucky, 11061 
—Maryland, 11201 


—illinois, 10933 


Social policy 


~bibliography, 11644 
—Minnesota, 11346 


Sewage lagoons, 11411 ~Missouri, 11383 
Sewage sludge as fertilizer, 10526 


Sex crimes 
—New York, 11729 


Sex role in the work environment, 10425 


Sheep industry 
~Maine, 11154 


~New York, 11707 


Shrimp fisheries 
—Texas, 12151 


Single parents 
~bibliography, 10891 


Skis and skiing 
economic aspects 
-North America, 10596 
~maps 
Hampshire, 11610 
-New Hampshire, 11599-11600 


~soundproofing Snowmobiling 
~Massachusetts, 11240 Nebraska, 11476 
California, 10359 
Gockel etary 
School children 
~health and hygiene, 10532 
—lowa, 10943 
~Louisiana 
~Baton Rouge, 11104 
~finance —energy conservation 
Hampshire, 11602 ~handbooks, manuals, etc. 
—Ohio, 11877 Illinois, 10775 
statistics —United States, 12295 
-North Carolina, 11805 
School facilities —Alaska, 10229 
—Crawtord County, 12273 
School nursing -lllinois, 10792 
Maryland, 11170 
Social work with minorities 
School principals —bibliography, 11229 
certification 
~New Jersey, 11634 Shelters for the homeless Social work with the aged i 
—directories Ohio, 11854 
School superintendents Maryland, 11176 
—certification Social work with the handicapped ‘ 
—New Jersey, 11634 Sheriffs ~bibliography, 11229 iy 
—directories 
~societies, etc. ~Louisiana, 11109 Be 
—Nebraska, 11431 
~education (preschool) 
—congresses 
—Missouri, 11366 
-South Carolina, 12049 
-South Dakota, 12098 
-finance ~analysis, 10319-10320 
~Maine, 11144 —classification 
~Maryland, 11196 ~South Dakota, 12072 
-library resources, 10348 —research 
~Arkansas, 10347 ~South Dakota, 12073 
—lilinois, 10768 
—New York, 11741 fe 
| Seepage Soldiers’ homes . 
—Florida Smelts ~pianning 
—Dade County, 10664 —California —Minnesota 
} | ~Sacramento-San Joaquin Estuary, 10481 —Hastings, 11364 
Selenium in animal nutrition, 12264 ~Minneapolis, 11364 | 
Smoking 
~health aspects : 
Sentences (Criminal procedure) statistics Solvent abuse 
j Connecticut, 10611 —Oregon, 11948 congresses, 12132 
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Spraying and dusting in agriculture, 11093 


—congresses 
Washington, 12234 
~lowa, 10959, 10973 


Sprinkler irrigation, 11562 


State aid to education 
—Maryland, 11202 


State bonds 
—lilinois, 10751-10753, 10862 


State departments of education 
~South Carolina, 12042 


State governments 
~addresses, essays, lectures 
~Colorado, 10563 
—Maryland, 11172 
-Ohio, 11866 
—data processing 
~planning 
-Texas, 12141 
Nevada, 11582 
York, 11737 
~North Carolina, 11810 
~Oklahoma, 11890 
~South Carolina, 12063 


State libraries 
~lowa, 10999 
~North Dakcta, 11844 
~Rhode Island, 12020 
~South Carolina, 12062 


~Oklahoma, 11887, 11890 
handbooks, manuals, etc. 
-South Dakota, 12076 


—law and legislation 
—California, 10494 
~Alaska, 10302 
~Arkansas, 10345 
—lilinois, 10830, 10877 


—Colorado, 10544 
—lilinois, 10877 


Illinois, 10755 
~Maryland, 11197 
Massachusetts, 11294 
-Minnesota, 11341 
—New Jersey, 11645 


~bibliography 
~Louisiana, 11112 
~—Massachusetts, 11293 
California, 10463, 10522 
—Florida, 10672 
-Kdaho, 10722 
Nebraska, 11526, 11556 
—Ohio, 11859 
-Washington, 12235 


State universities and colleges 


~Hawall, 10683 
~lilinois, 10744-10745, 10870 


~Baton Rouge, 11097-11103 


~Baltimore, 11211 
aska 


(Fish) 
—Columbia River Basin, 12302 


~Oregon 
~Rogue River, 11931 


Stream conservation 
illinois, 10780 


Stream measurements, 11426-11427, 
11429 

—Colorado, 10524 

—Mllinois, 10812 


—lowa 
—Clayton County, 10949 


Swip mining 
~environmental aspects 
~Ohio, 11850 


Striped bass 
~bibliography 
~-Washington, 12229 
~Kennebec River, 11141 


Student aid 
~handbooks, manuals, etc. 
-Colorado, 10536 
—California, 10520-10521 
~Illinois, 10875 


Student discipline, 10680 


Student financial aid administration 
~Kentucky, 11050 


Student loan funds 
~Massachusetts, 11215 


Students 
~drug use 
~New Jersey, 11629 
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Sorghum, 12071 pensions California, 10368 
—Missouri, 11368 Colorado, 10584 
Boulder, 10593 
varieties 
-Virginia, 12218 ~Maryland 
—Maryland, 11192 —salaries, etc. 
~Missouri, 11369 —California, 10451 
South Caine. 
Special education South Carolina 
—Florida, 10622 —Kentucky, 11028, 11034 Charleston, 12034 
—Idaho, 10728 —Missouri, 11392 —Clemson, 12033 
Massachusetts, 11218 —statistics —Greenwood, 12050 
—Oklahoma, 11906 Virginia 
: Special funds —Pennsyivania, 11988 ~Petersburg, 12219 
Hawaii, 10683 
: Speech therapists ~centennial celebrations, etc. 
—directories ~Idaho, 10694 
-Idaho, 10711 
Statutes 
Spina bifida State publications —Colorado, 10566-10567 . 
Minnesota, 11323 —Kentucky, 11051 
California, 10967 
~buildings 
costs 
ae —Massachusetts, 11291 
= 
—directories 
Idaho 
-Pocatello, 10723 
-Towson, 11208 
Colorado 
—Fort Collins, 10535 
South Dakota 
Vermillion, 12103 
-finance 
Boulder, 10592, 10594 
~Greeley, 10600 
—Rangely, 10530 
~Connecticut : 
| 
~lowa, 10998 
—New Mexico, 11648 
—directories —Brookings, 12096 
~Alaska, 10228, 10295 —planning 
fe ~statistics 
~Kentucky, 11035 


~Virginia, 12202 
treatment 
~directories 
—Puerto Rico, 12007 
—lIllinois, 10765-10766 
~Cook County, 10929 


Success in business 
~California, 10504 


Sugar growing 
—economic aspects 
—Florida, 10668 

Sugarcane, 11094 


Summons 
—California, 10410 


Sunflowers. 
~Nebraska, 11558 


Sunset reviews of government 
~-Tennessee, 12117-12122 


Supercritical fluid extraction, 10903 


Supplemental security income programs 
—Minnesota, 11326 


Surgery, Outpatient 


—directories 
~ldaho, 10702 


—legal status, laws, etc. 
~Louisiana, 11074 


Sustainable agriculture 
Illinois, 10772 


Talented students 
~Maryland, 11204 
Tanning, 10313 


Tax administration and procedure 
~North Dakota, 11841 


Tennessee, 12105 


Tax credits 
~Arkansas, 10335 
~New York, 11746 


Tax deductions 
—Maine, 11123 


Tax incentives 
~United States, 12300 


Tax planning 
—United States, 10419 


Tax rebates 
-Maryland, 11210 


Tax refunds 
~California, 10476 


Tax revenue estimating 
~Colorado, 10573 
—Florida, 10661 
—Illinois, 10829 


~California, 10515 
~Idaho, 10729 
~Nebraska, 11450 
~South Carolina, 12065 
—United States, 12179 
—Virginia, 12193 


Taxation of personal property 
~handbooks, manuals, etc. 


Colorado, 10554 


Taxation, Exemption from 


~Colorado, 10589 


Taxation, State 
~-Massachusetts, 11235 
~Pennsyivania, 11982 


Teachers 
—certification 
-Nebraska, 11499 
~—Oregon, 11973 
-Tennessee, 12121 
~Texas, 12142 


—lilinois, 10742 


Kentucky 
-Highland Heights, 11046 
Lexington, 11046 


Technical education 
~Minnesota, 11356-11357 


~Maine, 11115 
Teeth 
~care and hygiene 
~study and teaching (primary), 11119 


Telecommunication in education 
~Massachusetts, 11238 


Telephone 
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Students, Part-time Tax assessment Teachers’ assistants te 
~handbooks, manuals, etc. —statistics professional ethics 
North Carolina —Alaska, 10296 ~Nebraska, 11500 
Chapel Hill, 11808 —California, 10515 es 
—Florida, 10620 Teachers colleges 
Subpoena, 10411 —New Hampshire, 11592 
Alaska, 10223-10224 
~planning 
| -Virginia, 12191-12192 Oklahoma, 11894 
~prevention ~South Carolina, 12040 
—directories 
~services for —statistics 
—directories ~Alabama, 10199 
~education 
| 
directories 
Taxation California, 10446 
—Illinois, 10802 Pocatello, 10723 
—Massachusetts, 11227 —Nevada, 11574 
—New York, 11745 ~Oklahoma City, 11903 
| —South Dakota, 12075 
Penney, 120 
| —Pennsyivania, 12001 
Telephone lines : 
-Minnesota, 11354 
~Arkansas, 10337 
| Terminally it 
Montana, 11423 : 
107608 
~Arizona, 10760 
Tilapia, 10982 
| Timber : 
| ~Louisiana, 11106 
Tires, Rubber 
—pensions -recycling, 10777 
~law and legislation 
~Arkansas, 10343 Tobacco : 
~Alaska, 10302 —physiological effect 
Nebraska, 11488 
—Nebraska, 11498 —Oregon, 11948 


Subject Index Vol. 83, no. 7 


Virginia, 12186 


Tractors 
—testing 
~—Nebraska, 11524 
Tracy, Paul Eugene (1889-1976), 10692 


Trade regulation 
Colorado, 10574 


Trade-unions 
—directories 
—New York, 11689 


Traffic accidents 
-statistics 
~Oregon, 11946 
~California, 10453 
~Maryland, 11177 


Traffic engineering, 10547, 10913 


~New Hampshire, 11612 


Traffic 
~New York, 11730 


Traffic safety, 12159 
-planning 
~Colorado, 10580 
~United States, 12293 


Traffic safety and wildlife, 10556 
Traffic signs and signals, 10556, 12160 
~planning 
~California, 10456 
Traffic surveys 


~maps 
~Missouri, 11385 
—Texas, 12156 


Translators 
—lowa, 10937 


Transportation 
~planning 
—California, 10454-10455 
~Massachusetts, 11219 
-North Carolina 
~—Beaufort, 11766 
~Hertford, 11768 
~Liberty, 11767 
~Morehead City, 11766 
-Winfall, 11768 
—New Jersey, 11627 
—New York, 11742 


~seedlings, 11299 


Trial practice 
—California, 10377, 10394 


Trout fishing 
Kentucky, 11042 


Truck driving 
handbooks, manuals, etc. 
—California, 10449 


Trucking, 10670 
Turf management, 11547 


Turkey hunting 
~Nebraska, 11567 


Unemployment 
—New York, 11728 


Uniform state laws 
—North Dakota, 11836 


Universities and colleges 
~buildings 
~finance 
~—Colorado, 10538-10539 
and legislation 
~North Carolina, 11809 


Upland game birds 
—Nebraska, 11568 


Urban transportation, 12161 
—Texas, 12156 


Use tax 
—Maine, 11123-11126 
~-Washington, 12225 


environmental 
-Virginia, 12185 


gardens 
-weed control, 10734 


Vegetable trade 
economic aspects 
—Florida, 10671 


Vegetables 
—fertilizers 
~Alaska, 10312 
~—Texas, 12126 


Vendors and purchasers 
—Oregon, 11968 
~Oregon, 11969 


Veterans 
~loans 
—California, 10459-10460 
—California, 10457-10458 
~Pennsyivania, 11985 
~-South Carolina, 12046 


Victims of crimes 
~handbooks, manuals, etc. 
Ohio, 11849 
~Connecticut, 10604 
Video display terminals, 11625 


Views, 11128 


Vision 
testing, 10532 


Visitation rights (Domestic relations) 


~Alaska, 10283 


Vital statistics 
~Alabama, 10200 
~Arizona, 10325 
—California, 10479 
~Idaho, 10695 
—Pennsyivania, 12003 
~Tennessee, 12107 


Vocational education, 11452 

-planning 

North Carolina, 11764 
~standards 

—Florida, 10639 
—Florida, 10621 
—Maryland, 11199, 11203 
-Minnesota, 11357 
—South Carolina, 12040 
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: Kansas, 11027 
Tomatoes 
~varieties, 11067 Used cars 
~purchasing 
Torts ~Alaska, 10256 
—California, 10429 
Vapors 
— 
-economic aspects 
~Oregon, 11951 
~—Colorado, 10591 
—Kansas, 11015 
~Maryland, 11193 
Minnesota, 11349 Transportation, Automotive, 10670 
-statistics 
Track system (Education) ~Oregon, 11953 
Trapping 
~Nebraska, 11472 
: Travel time (Traffic engineering) 
~New Mexico, 11670 
—diseases and pests 
—Maine, 11146 
~planning 
~lowa, 10958 
Taf tow 
— 
| 
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~Nebraska, 11512-11515 


Vocational rehabilitation 
illinois, 10800 
~Nebraska, 11516 
~New Jersey, 11635 
~South Carolina, 12066 


—lilinois, 10887 
computer simulation 
—Arkansas 
—Union County, 10346 


~—maps 
~Idaho, 10715-10716 


~Ohio 
—Guernsey County, 11862 
~Hocking County, 11863 


—Oregon, 10716 
—mathematical models 
Wages —lllinois, 10897 

-law and legislation 

~Alaska, 10294 
~statistics 

~Maine, 11118 

~Nebraska, 11447, 11492 

~New Mexico, 11653-11654, 11656 

~Albuquerque, 11651 
~Las Cruces, 11652 
~Santa Fe, 11655 

~New York, 11690-11699 


~Massachusetts, 11231, 11297 
~South Dakota, 12087 


Water bloom, 11080 


Water conservation 
~planning 
South Dakota, 12098 
South Carolina, 12049 


Water 
—Great Lakes, 12285 


~Alaska, 10218-10219 
—Gulf of Maine, 11159 
-lilinois, 10827 
—Virginia, 12205 


Water, Underground 
~artificial recharge 
~Florida 

~Dade County, 10664 


—costs, 10669, 10673-10674 


~planning 

~Rhode Island, 12018 
California, 10461-10462 
~lilinois, 10826, 10899 

~Marshall County, 10898 
~Massachusetts, 11232 
~South Carolina, 12067 
~Texas, 12162 


~San Joaquin River, 10513 
—Texas, 12149 


Welfare recipients 
~Alaska, 10264 
—California, 10517-10518 
illinois, 10794 
Wells 
~law and legislation 
~California, 10487 
—standards 
—California, 10465 
~Somerset County, 11171 


Wetland conservation 
Washington, 12230 
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Vocational guidance ~bibliography ~Oregon 
~bibliography, 10889 -Sandy Basin, 11974 
11225 South Carling, 12067 
~Missouri, 11387 -South Dakota 

~Yankton County, 12090 

Water supply 

—computer simulation 

-Union County, 10346 

| 
10466 
—California 
-San Joaquin Valley, 10466 
-North Dakota, 11833 ~Marshall County, 10898 —Sutter County, 10464 oh 
~lowa ~-Massachusetts, 11231 
Adams County, 10985 
~Audubon County, 10986 Water use 
~Floyd County, 10987 —Great Lakes, 12285 = 
~New Mexico Plants, Potted , 12286 = 
~Albuquerque, 11650 
~North Carolina, 11780 Water withdrawals 
-North Dakota —computer simulation 
~Grafton, 11832 ~Arkansas 
Oregon, 11941 -Union County, 10346 
War, 10927 Waterfowl management 
Water quality ~Idaho, 10701 
Wasps, 12269 standards 
~Idaho, 10719 Waterfowl shooting 
Waste disposal in the ground ~Alaska, 10305 ~Nebraska, 11568 2 
—Hlinois, 10880 ~California, 10465 
~-Sacramento-San Joaquin Delta, 10519 Watershed management 
Waste paper ~Chesapeake Bay, 12201 ~California 
-fecycling, 11425 ~Colorado, 10524 ~Lake Tahoe Basin, 10369 
~directories ~Kansas, 11380 ~Colorado River, 12304 \ 
—lilinois, 10861 -Missouri, 11380 ~North Carolina 
~New Hampshire, 11616 -Johnston County, 11778 
Waste spills ~Oklahoma, 11892 ~Wake County, 11778 
i Water Water quality management 5 
~dissolved oxygen ~handbooks, manuals, etc. 
~—mathematical models, 12167 -Iilinois, 10773 
~pollution ~planning 
~maps ~Arkansas, 10336 
~Mississippi River, 11361 ~Connecticut, 12301 : 
~study and teaching (elementary), 10833 —lilinois, 10831 
—New Jersey, 12301 
| —New York, 12301 ‘ 
—United States, 12295 
—California, 10463 
~—Colorado, 10601 
~Massachusetts, 11232, 11302 | 


Wetlands 
~Maine, 11133 
~Southern States, 10675 


economic aspects 
~North Atlantic Ocean, 11675 


Wheat, 12213 
fertilizers, 10526 


~varieties 
~Montana, 11417 
~Missouri, 11370 


White-tailed deer 
~Florida, 10650 
~daho, 10697 


Wild turkeys 
~Nebraska, 11569-11570 


—California, 10383-10384, 10432 
—Florida, 11835 
—Hawaii, 11835 
—Maryland, 11212 
~Michigan, 11308 
~Nebraska, 11573 
~Nevada, 11584 
—North Dakota, 11846 
~Ohio, 11851 
~Oregon, 11975 
~Rhode Island, 12027 


Working class 
—New Hampshire, 11598 


World War, 1930-1945 
~exhibitions, 11577 
—United States, 11517 


Writs 
—California, 10374, 10378 


~New York, 11700-11701 
~health and hygiene 
~statistics 
~-New Hampshire, 11593 
—South Dakota, 12086 


Wolfe, Thomas (1900-1938) 
-criticism and interpretation, 11811 


~mathematical models, 12165, 12167 


~lowa, 10960-10961, 10975-10976, 10980 
~—Massachusetts, 11297 
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Women -South Dakota, 12086 
history treatment 
~Maryland, 11201 Washington, 12226-12227 
South Carolina, 12037 —Minnesota, 11339 
Whaling ~suicidal behavior 
Women in the civil service —statistics 
~Kentucky, 11034 ~South Dakota, 12086 
-tobacco use 
P| Women-owned business enterprises —statistics ‘i 
—directories ~South Dakota, 12086 
“Massachusetts, 11296 South Carolina, 12047 
: Women's rights Zebra mussel 
—lowa, 10942 -North America, 11682 
| -New Mexico, 11649 
Zone of aeration 
Work groups, 11559-11560 
Wildlife conservation —Oregon, 11935 
Nebraska, 11460 Arkansas, 10342 
—South Carolina, 12069 
Wildlife diseases 
Nebraska, 11571 
~Columbia River Basin, 12303 
congresses, 11575 
—statistics 
~Naska, 10279 
ae ~Lake Tahoe Basin, 10369 
ee ~Florida, 10659 
—Idaho, 10697-10700 
~Indiana, 10935 
~Florida, 10657 
Wildlife refuges Youth 
Alaska, 10227 —alcohol use 
Wind erosion -study and teaching 
control, 11539 ~Minnesota, 11320 
~drug use 
Winter sports ~prevention 
~North America, 10596 ~—Minnesota, 11320 
—New Jersey, 11647 
Withholding tax 
~forms, 10587 
—lowa, 10994 
—California, 10407 —New Hampshire, 11593 
~South Dakota, 12086 
—substance use 
—New Hampshire, 11593 


Number of Titles Recorded 
in the 
Monthly Checklist of State Publications 
for 1992 


North Dakota 
Northern Mariana Islands 


Wyoming 
Assns. of State Officials 54 


14,375* 


*Includes all monographs and periodicals recorded. Fewer num- and pamphlets. In addition, entry numbers are not assigned to 
bered entries appear in the checklist itself because entry numbers the periodicals. Therefore, entry numbers do not reflect actual 
assigned for indexing purposes only and several items are listed totals. 

collectively under single entries, for example, annual reports, maps, 


| 
This Total This Total 
issue to date issue to date fa 

American 3 4 382 
| California 176 North Carolinas 60-806 
| District of Columbia... 

| 72 Trust Territory of the Pacific 
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